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The water tube grate and header 
is built into Kewanee Smokeless 
Boilers in the high temperature 
zone of the firebox directly above 
the oil burner. The pumping 
action furnished by the rapid 
formation of steam in these tubes 
causes forced circulation of the 
whole large waterways, this cir- 
culation sweeps the steam bub- 
bles from the heating surfaces 
and thus maintains the most 
effective condition for the trans- 
fer of heat. 


The burning of oil produces a quick, 
hot fire. Hence to be efficient when burn- 
ing oil, a boiler must have circulation 
sufficient to transfer all the heat created 
into the water. The picture shows the 
matchless circulation provided by 
Kewanee Smokeless Boilers. 


Also; oil must be burned in a firebox 
properly designed so that sufficient room is 
provided in which the oil and air can mix. 
Big and high fireboxes have been a 


Kewanee “‘hobby”’ since the first one 
was built. 


;e es 


The sudden changes in the temper- 
ature of the firebox caused by burning oil 
demand great strength. The greatest 
known Strength in boiler building is ob- 
tained by the riveted steel construction 
used in all Kewanee’s. 


KEWANEE BOILER COMPANY KEWANEE, ILLINOIS 
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Cracking theN al 


Some plumbing contractors are 
like the inevitable kid who sits 
around waiting for somebody 
to crack nuts for him. He 
wants the fun but not the work. 





The only way to get the best pro- 
fits out of any business is to go 
after the best jobs and you will 
find it a lot easier to land those 
jobs if you use VOGEL Products. 


Your Jobber Has Them 


Y 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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Doubtless it is possible to make 

a better Ball Cock than the 

Dale, but assuredly one has 
never yet been made. 


We Sell the Retail Plumbing Trade Exclusively 


WOLVERINE BRASS WORKS 
MANUFACTURERS 
GRAND RAPIDS, MICHIGAN 
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There's nothing on the market like these new Canfield 
stoppers! 
The finest white compound we know how to mix 


the best nickel-plated brass we can buy —there are 
two of the reasons why these stoppers are outstand- 
ing values. 


The post andring are both oversize—that adds service ! 


Your jobber will show you samples—and you know what the Canfield name stands for! 





The H. O. Canfield Co. 


Bridgeport, Conn. a 
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Labor - the biggest item 


of your expense ~, 
is still $ 


If you could hire men for Chinese wages — 9 to 
12 cents a day — it wouldn’t make much differ- 
erence what kind of tools they used. 


But with plumbers and steamfitters getting 
about 100 times Chinese wages, you want a 
real day’s work. 


That’s why master plumbers by the thou- 


sands are discarding stiff-acting pipe stocks, 
and getting their men 


The ratchet stock that helps keep 
labor costs down the REED 


No waste of time and muscle to turn up this 
stock on a lead-screw, which is bothersome even 


when it isn’t clogged with chips. 


The REED Stock has no lead screw — doesn’t 
need one. Its dies have a double-threaded throat 
that takes hold instantly, burr or no burr, and 


draws the tool right along. 


Starts cutting so easily that you can hardly 
tell when the cutting begins. 


And no time is spent in hunting for guides to 
make the stock fit the pipe. An adjustable guide 
is part of the REED Stock — centers it instantly 
or any size of pipe. 


7 
MANUFACTURING =, 7 Name 
COMPANY P 4 Company Name 
ERIE, PA. Y ao 
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Does the work of half-a-dozen stocks 
~L 


Because it has no lead-screw, the REED Ratchet £t dc! 


is not restricted to any one thread pitch. The same st ck 
threads pipe from |4-inch to 2-inch, right-hand ot left 
hand threads, American or British Standard. Als» bolt 
sizes from 1l-inch to 2-inch. 

You get perfect service with the REED from the day 
you put it on your work and throughout the entire life 
of the tool. Simple in design and substantial in con 4 
struction. It has very few parts, and no delicate 
or complicated parts to get out of adjustment / 

See the description of this stock in 4 
our folder: “‘HE DIDN’T BELIEVE \ a 
THE DIE WAS CUTTING'” Tear iA co., 

Erie, Pa. 


off coupon, and mail. 
7 Gentlemen: 


Sure, mail me 

4 that folder “HE 

DIDN'T BELIEVE THE 

DIE WAS CUTTING!” 

giving a description of 

the REED Ratchet Pipe 
Stock. 


F Name 
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WOODWARD-WANGER 
SERVICE FOR 
THE PLUMBER 


— 





See the 
Saturday Evening Post 
Sept. I1th issue 













3 and 4 ener work wheo t 


T'S the one pater nted tank ball guaran 
I teed to stop that leak im rmmediately 
and keep i # ripped for three years 
Note the inverted mushroom shape 
| that drops down into the valve seal Os 
the 

; ke cok, for ng a tight seal all 
[doiy! are ok Griee onomica wa around, No sone, faulty oper 
OOM ation, no wasted water whe n the tank 
‘ bal 

sipped with @ Mushroom Para 
aba. Ante anor trouble and head it «ff by 

araba ailing yo var plumber today 
Mawes pl ambere brow Woodard We i 
’ 


4 vy asta carties Mush wom Par 
eit incall ane i ety (ow moments iC 
ely $1.25 











Philadelphia 
Oakland, California AMAL ES 


Woo ee “Co. at ; = 





says this full page in the Saturday Evening Post to 
America’s millions of home-owners. For the stopping of leaks is highly important, whether they occur in 
dykes, closet tanks or plumbers’ profits. 


Faulty materials and parts that bring your journeymen back for free make-goods, or accessories that sell 
for only a few cents more than they cost you are Jeaks — leaks that drip dollars, not drops! 

Stop those leaks with branded, advertised, high-quality products that bring you in more net profit and 
better satisfied customers. Every Woodward-Wanger national advertisement is making it easier for you 
to get a fair price for good workmanship and a healthy profit on the sale of W-W Household Products. 


Stock, display, sell and use Woodward-Wanger Household Products and take advantage of this opportunity 
to put an end to those big little leaks in earned profits. 


Woodward-Wanger Co. 
p Diiadetehin’ 


Oakland, California Chicago,Illinoits Orlando. Florida 
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Handle the Brand 
that’s at the Top— 


























Grinding gels . 


have no effect 


HILDREN'S feet, scouring powders, and 
the hard knocks of everyday use soon 
destroy the surface of the ordinary wooden 
toilet seat. But now a seat has been developed 
which is permanent and lastingly beautiful. 


adopted the Whale bone-ite Seat. Itis used 
on the S. S. Leviathan, on the luxurious 
Pullman cars. 
prime factor, yet bea ty demanded, too. 


The Whale-bone-ite Seat is jet black. It 


.» wherever durabiltty is a 


This new-type seat is made of Whale- brings new beauty to any bathroom, Archi- 
bone-ite, a brilliantly smooth substance mold. tects strongly urge it for residences. 
edinto one piece under tremendous pressure. Your plumber can quickly a * © J yur 
Whale-bone-ite resists the hard usage to old seat with a beautiful W! 
which a toilet seat is sub- Seat without inconvenience 

to you. Phone him today 


jected in everyday use. Ic is 
absolutely sanitary. Nojoints 
or seams to harbor germs. 
No thin veneered surface to 
wear through. Non-inflam 


Cross-Section of 
Whale-bone-ite Seat, FREE 
To let you examine this 





mable. Ir will last a lifetime subs vi 
without losing its glistening, $e y we ; j 2 
easy-to-clean surface. reales ss os i re, 
Leading hotels, hospitals Anwar fone Pe pe 
schools and other fine b wild av 3 r y ETE Both 
ings everywhere have giase—lame a libes lew, 
TO! LET 


WHALE- -BON ETE RN 


THE BRUNSWICK-BALKE-COLLENDER COMPANY - CHICAGO 





Se ee ate te 














Dept. 000, Whale-bone-ite Division, The Brunswick Balke r¢ 623 S$. w at 
Ave., Chicago. ~~ Please send me free a cross-section of a W ¢- bone ite Seat and booklet 
Name. ve KLE SBP OPP s 
Addvess ici resi aibanseveds ; Gy Pace AO EE SIL 
1 
i 
This advertisement appeared in July issues } 
of House Beautiful and House & Garden } 
and will be published in the August issue | 
of Good Housekeeping. : 
i 
1 
1 
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VERY alert plumbing 

while to handle the quality article in any field where 
quality counts. It pays him both in profit and prestige to 
handle the line that’s at the top. 
In the toilet seat field, one seat has made a reputation for 
quality above all others. 
The finest public buildings everywhere are equipped with it. 
This is due to one fact; 
last a lifetime. 


WHALE-BONE-ITE 


THE BRUNSWICK-BALKE-COLLENDER COM PANY-CHICAGO 


FILL IN, CLIP AND 


The Whale-bone-ite Seat, supreme 
in the building field, is now being 
demanded by home-owners. Mil- 
lions will read advertisements of 


this seat in the leading magazines. 


contractor knows that it’s worth 


That seat is the Whale-bone-ite 


the Whale-bone-ite Seat is built to 


The national advertising of the Whale-bone-ite Seat which is 
now appearing in the leading magazines is creating a remark- 
able opportunity for plumbing contractors. By becoming dis- 
tributors for Whale-bone-ite, you may attract the profitable 
business which residential installations of Whale-bone-ite 
will bring. 

We are supplying plumbing contractors who send their names 
to us with inquiries received from interested consumers in 
their communities. Send your name now, using the convenient 
coupon below, and we will supply you with these as received 
and also with advertising helps from time to time. 


Ask your jobber 
Also get in touch with your jobber and learn 
from him full details of the Whale-bone-ite 
proposition. Have him send you a Whale-bone- 
ite Seat so that you can display it, talk it, sell 
it to the folks in your locality. But first send 
us the coupon, filled in. No obligation, of course. 


TOILET 


SEAT 


MAIL TODAY 


Dept. 35, Whale-bone-ite Division 


THE BRUNSWICK-BALKE-COLLENDER CO 


623 South Wabash Avenue, Chicago 


Please put me on your mailing list to receive inquiries coming from 
my city and other advertising helps which you may issue. I understand 


Name......... 


a 





State 


! 
1 
i 
| 
1 
1 
1 
1 
j 
there is no obligation. ; 
! 
| 
| 
1 
| 
! 
1 
{ 
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Take a Midland All Lead, Roof 
Flashing. Bend a corner back and 
forth. Note the softness of the 


metal. It can be bent any num- 
ber of times without cracking. 


Midland All Lead, One Piece 
Roof Flashings are made by a pat- 
ented process, at very low tempera- 


ture, no pressure of any kind being 
used in the moulding. The result 
is that the lead is not compressed, 


nor is the life burned out of it by 
heat. 


Your Jobber Carries MIDLA 
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A hard roof flashing is a warn- 
ing that something is wrong, either 
with the lead or with the way in 


which the flashing was made. 


Select any Midland All Lead 
Roof Flashing at any time from 
any stock and you will find that it 
will have the same ductile qualities 
as every other Midland Flashing. 
Midland quality is strictly uniform. 
Of the thousands that have been 
installed we have never heard of 


one failing to make good. 


ND Flashings In Stock. 


MIDLAND METAL MEG. CO. 


KANSAS CITY, MO. and *NEWARK, N. J. 


*Newark plant manufacture 


Beware of Imitations! 





ON EVERY FLASHING. 


21 LOOK FOR THE YELLOW {|& 
LABEL AND MIDLAND NAME 


s Roof Flashings only 


> a = 


MIDLAND METAL MFG. CO. 








All Lead One-Piece 


The equipment for producing MIDLAND flashings has been fully protected by U.S. Letters Patent. 
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Quadruple'@oils 
fo} (Woy oj Xe 


Real 
Hot Water 


Service 


When you sell Hotstream Ker- 
osene Water Heaters you have 


the satisfaction of knowing that 
you are selling satisfaction. 



















Hotstream Kerosene Heaters 
give real hot water service— the 
quadruple copper coils are the 
most efficient made—the patented 


Kerogas wick burner is sootless 
and noiseless. 


Get more than your share of 


the Kerosene} Heater business by 
selling Hotstream. 


, 
Let's 
( 30) Ly 
Hotstream is 
the only water 
heater licensed 
to use the 


PATENTED 


KEROGAS 


“* BURNER “" 


The Hotstream Heater Co. 
Cleveland, Ohio 


‘Makers of Heaters That Heat’’ 


BRANCH OFFICES: New York, 210 E. 45th St., Chicago, 627 Washington Bivd., Detroit, 1045 Wayburn Ave., San Francisco, Rialto Bldg. 
Philadelphia, 892 Drexel Bldg., Toronto, 269 W. Richmond St., Denver, 1715 California St., Cambridge, Mass., 491 Main St 


Manufacturers of a Full Line of Gas and Kerosene Heaters. Standard, High-Grade, Products Built to Give Lasting Satisfaction 


“ F220 a ES ah om ee Ey 
y oes ame ee, 
ceitewes Sere eee 
wet ohare 3 5 
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NOW~Guaranteed for lwenty ears 
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“Riverside” Copper Boilers Are Bonded For Service 


Effective February 1, 1926 every ““RIVERSIDE” Copper Range Boiler was shipped with a 20-year 
Guarantee Certificate to the ultimate user. To our knowledge this is the first written guarantee certi- 
ficate ever given a range boiler by any manufacturer. Copper—the metal eternal—fabricated by crafts- 
men into a high quality Massachusetts regulation copper boiler by a reliable old range boiler manufac- 
turer, merits this 20-year guarantee. 

The 20-year guarantee reflects the confidence we have in the ““RIVERSIDE” when properly installed. 

It is a Bond of Service that makes the “RIVERSIDE” Copper Boiler a gilt-edge investment and 
an insurance of clean hot water. 

Write us or nearest distributor for the details 


Sold through the Plumbing Supply Wholesaler 






Manufacturers = Manufacturers 

of *Kantleak”’ % of 
= RIVERSIDE “=: 
Serre BOILER WORKS, hc sone 


BAILEY-FARRELL MFG. CO, CAMBRIDGE, MASSACHUSETTS, U.S. A. THE WALWORTH OHIO CO. 


Pittsburg, Pa. New York Office: 210 E. 45th Street Cleveland, O 
Huntington, W. Va. Charleston, W. Va. JOHN G. KELLY Youngstown, O. Erie, Pa. 
Distributors Distributors 
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Poor Tools Are ‘ 


and Steamfitter 


This is an advertisement, but we are not going to say any- 
thing about Nye Tools. It is just to advertise the fact 
that poor tools are poor policy. 


Suppose a man saved ten cents on an article and wasted 
a dollar’s worth of time a week because of it. Would that 
be good business? 


There are several other makes of tools besides ours. We 
don’t make all the tools. All we make is the best. 


If you want a tool that is ten cents cheaper and dollars 
dearer, we haven’t any in stock. We never had. 


Making poor tools would be poor policy for us, and we 
think that buying poor tools is poor policy for you. 


If you want good tools, we don’t need to mention Nye 
Tools. You will think of them first thing yourself. 


Harry F Mgt. 


THE NYE TOOL & MACHINE WORKS 


4120 Fullerton Avenue Chicago, Illinois 


NYE 





New Type Self Locking Vises 


The Nye Jr. 2-Way Stock 


Improved 
A small, handy tool weighing less than three " P No.00 . . . . $2.82 net 
pounds, Cuts % and % threads with a2x 2x %- Skip-Tooth Pattern ——-_....,. in 
inch solid die. ° 
Net price, $5.25, complete with 4 and 4 Nye Chasers Relieved No. a 50 mat 
skiptooth dies. (Backed-Off) No.30 . . . . . 7.33 net 
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Patents 
Applied For 









- Welded Steel Draft Governor, 4 inches. 

- Cold Water Inlet, 34'' Brass Coupling. 

. Heavy Terne Plate Outer Shell Fin- 

ished in New Process Satin Silver. 

Extra Thick Rock Wool Packing— 

Best Known Insulation. 

. Flue Liner of Heavy “‘Lead Coated” 
Terne Plate. 

Welded Copper-Bearing Steel Tank, Galvanized 

Inside and Outside. 

. Pilot By-Pass with Pilot Regulator. 


. A. G. A. 4%" Standard Gas Cock, Brass. 
. Brass Trap (Gas Cleaner). 
- Direct Action All Metal Thermostat. 


- Heat Choke Perforations in Enclosed Combustion 
Chamber. 

. Extra Heavy Pressed Steel Base. 

. Hot Water Outlet, 4" Brass Coupling. 


. Extra Heavy Pressed Steel Top. 
. Welded Tank Bottom, Natural Dome Design. 
. Scientifically Designed and Constructed Flue. 


- Automatic Relief Valve. 

. Drain Cock, %"' Brass Connection for Hose Coupling. 

. Hoffman Special Barber Gauzeless Semi-Bunsen 
Burner. 


20. Self-Closing Door. 
21. Light Shield to Prevent Floor Reflections and Con- 


serve Heat. 


22. Non-Breakable Steel Pipe Legs. 
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Automatic 
Hot Water Storage Systems 


Make Great Forward Strides 
in Fuel Efficiency and 
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Heat Economy 


NVEST a few minutes in a study of 
the cut-away view of the Hoffman 
Master and you will understand why it 
has achieved amazing results and proved 
a sensational seller. 


Here is a system planned and built 
on the basic need for greater fuel effi- 
ciency and greater heat economy and 
offering new and revolutionary prin- 
ciples which supply those needs. 


Note the enclosed, heat-baffling com- 
bustion chamber formed by the ex- 
tended sides of the copper-bearing steel 
tank walls and the perforations in these 
chamber walls. 


As the gases pass through these open- 
ings in perfect distribution a remark- 
ably high degree of heat absorption 
takes place and the water is more 
quickly heated at considerably lower 
cost. 


The exclusive construction of the 
Hoffman Master lessens heat losses and 
provides for maintenance of tank water 
temperature with less gas. Made in 
two sizes—20 and 32 gallons—and 
being non-liming and non-condensing, 
it supplies every requirement of dealer 
and consumer. 


A new folder contains complete in- 


formation. May we give you all these 
facts? 


THE HOFFMAN HEATER 
COMPANY 


Also Makers of a Complete Line of 
Instantaneous Water Heaters 


1701-1§ Eighteenth Street Louisville, Ky. 





Mention Domestic ENGINEERING when writing advertisers. 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


NE OF OUR’ FELLOW -SUFFERERS 
among the industries is the laundry trade. No 
plumbing joke is more familiar than the old 
saws about what the laundry is supposed to do to our 
clothing. Not so the modern laundry, in which the 
master plumber and heating contractor has had a hand. 
Proof of this fact is the tremendous growth of the 
laundry in the last few years. 
ing, Heating and Ventilating a Modern Laundry,” there 


In the article, “Plumb- 


is something more than a complete description of the 
devices installed by a well known Chicago firm. There 
is the suggestion which might be carried out in every 
city in the country—to the effect that laundries form 
splendid prospects for the sale of plumbing and heating 
equipment. If you have never been through a thor- 
oughly modern laundry you can have 
no idea of the improvements in equip- 


ment which have taken place, and which 


THE STENO SAYS: 


HEN WE 


late, we didn’t get off as easily as the Schoolmaster 


USED TO COME TO SCHOOL 


lets off some late class members in this issue. There’s 
one problem discussed which goes back eighteen months. 
As the 
problem when it’s discussed promptly. 


Schoolmaster says, there’s more interest in a 


Get in your 
drawings early. If every member of the Class will send 
in his solutions at the earliest possible moment, then the 
Class as a whole can progress to more difficult and more 
interesting problems. The discussion is called “Practice 
in Plumbing,” because that’s what it is. It’s every-day 
handling of every-day problems. Perhaps you aren't 
facing just this particular problem today. But tomor- 


row it may pop up. Keep in touch with the Class dis 


F' R A LONG TIME WORK 
has been going on toward the de- 


‘ 
s 


cussions. 


velopment of a system of symbols for 





require the services of competent 
plumbing, heating and ventilating en- 
gineers. Isn’t there a laundry in your 
community which might use your serv- 
If you can point out to the 
laundry owner the manner in which 
you can help him to increase the 
amount of business he can handle, as 
outlined in this article, you will be 
building a prospect for a nice installa- 
tion as well as a service customer. 


ices ? 





ND WHILE WE’RE ON 
the subject of selling, you might 
read Milt Marvels’ article, “What 


noting the various plumbing fixtures to 


be shown on blueprints. “Domestic In 


Ou) 


gineering” is glad to be able to report 
this week the progress made by the 
Standardization Committee of the Na 
Master Plumb 


ers on this work by reproducing the 


tional Association of 


symbols which have been decided up 


on. The value of these symbols is 
that we now have a kind of shorthand 
for use on plans which will save time 
in preparation and will result in a 
clearer understanding of the fixtures 
to be understood. It is hoped to inter- 


est the architectural fraternity in this 











Have You To Sell?” We don’t have 
to stress the point that the attitude of 
mind which a man takes toward his 
problems affects the solution of those 
problems. It’s true, too, of selling. A 
man may wonder why his selling efforts are not fruit- 
ful. A study of them may indicate that his attitude is 
all wrong. 
tories, sinks, bath tubs, and so on—when he ought to 
be selling what the contractor about whom Milt writes 
this weeks says he has to sell. I won’t tell you what it 
The article is worth reading in order to get 
Needless to say, getting 


He may be trying to sell products—lava- 


is, here. 
all phases of the viewpoint. 
the right slant on the selling problem has helped this man 
to build a big business in a small city. He’d never have 
done it if he hadn’t gotten the right fundamental view- 
point of just what he had to sell. 





A good stenographer must often 
play the part of insulation for 
a “live wire’ 


new plan of showing fixtures and the 
system will undoubtedly recommend it- 
self to those who prepare the plans 
from which the industry works. 


VERY YEAR AT ABOUT THIS TIME INTER- 

est ceriters in the new “line-up” of the men who 
will help direct the destiny of the National Association 
of Master Plumbers. Your Weekly carries this week a 
double picture page of the new officers—two big 
items which Your Weekly brings to you this week in 
advance of all other publications,—the blue print symbol 
system, and the names of the new national directors 
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FASTER, EASIER TO 
OPERATE AND MORE 
EFFICIENT FOR CUT- 
TING, THREADING AND 


REAMING 1" to 2” PIPE 


This new TOLEDO No. 10COM 
threads 14 inch in 15 seconds, 2 inci es 
in 2) seconds——cuts off 4 inch in 6 
second:, 2 inches in 2) seconds---and 
other sizes in proportion. Instant 
change from cutting to threading and 
vice versa. Ten seconds to change 
dies from one size to another—reams 
as it threads—chamfers or bevels the 
end of the pipe as it cuts—will pro- 
duce nipples 314 inches long or longer. 
Equipped with motor that may 
be connected to the ordinary lamp 
socket. Die holders and dies for 
threading 14 inch and ¥% inch pipe 
and attachments for producing 4inch 
to 7% inch bolt threads, can be fur- 
nished on special order. 


Portable and compact—the No. 
1000M weighs but 460 Ibs. and mceas- 
ures but 54 inches high, 24 inches 
wide, and 42 inches long. 


Cash in on this time and labor 
saver. Drop us a card now for com- 
plete information. It is the most 
efficient power pipe machine on the 
market. 


NET PRICE COMPLETE 


"TOLEDO" $4950 


(WEST OF ROCKIES $467.50) 


NO. 1000M—THE PIPE MACHINE , aa, Sea, Gon 
OF MULTIPLIED EFFICIENCY 





THE TOLEDO PIPE 


THREADING MACHINE CO. 
TOLEDO, OHIO 


NEW YORK OFFICE, 72 LAFAYETTE ST. 





Mention Domestic ENGINEERING when writing advertisers. 
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The New Albert 5; Wilson, president of the Na- 
i tional Association of Master Plumbers, 
Directors 


him guide the association for the coming year. A recent 
announcement from Mr. Wilson names Henry E. Long- 


has appointed the men who will help 


ley, Wilmington, N. C., James S. Cassedy, Cambridge, 
Mass., John J. Vogelpohl, Cincinnati, Ohio, Samuel F. 
Wilson, Newark, N. J., William J. Lang, Chicago, IIl., 
Frank P. Tweedie, New Orleans, La., Jere J. Sheehan, 
Jr., St. Louis, Mo., Jere L.. Murphy, New York, N. Y., 
Charles J. Kelly, Portland, Ore., W. A. Bywater, Salt 
Lake City, Utah, and C. F. Troutwine, York, Pa., as 
members of the National Board of Directors. 

lXveryone of these men is an able leader, prominent in 
national and local association affairs. The first four 
named have held the high office of president of the Na- 
tional Association of Master Plumbers. The next four 
are former directors of the parent body. Messrs. Kelly 
and Bywater are at present presidents of their respective 
state associations, and Mr. Troutwine has headed the 
Pennsyivania organization. All bring to their newly 
named positions a wealth of experience and proved rec- 
ords of sound judgment, efficient management and exec- 
utive ability. 

With such a board, together with President Wilson, 
Vice President Nolan, Treasurer Eynon and Secretary 
Coleman, the National Association of Master Piumbers 
is in capable hands and is destined to reach new heights 
of service and value to its members. 


A business with a wide acquaintanceship is 
Joiner generally in on most of the good jobs in 


his community. To be known is to be thought of, and to 


The man who backs up a knowledge of his 


be thought of is to be called upon when a job of psumb- 
ing or heating comes up. It is a good idea, therefore, 
to become known. We believe, as do many others, that 
to join a club purely for business reasons is not very 
admirable, And it very often does not pay out the way 
the joiner might think. Such a mercenary idea is gen- 
erally evident and always distasteful to fellow club mem- 
bers. 3ut club, lodge and association affiliations do 
vet a man into civic and social affairs. They get him 
before the public eve and he does not have to parade 


his business interests in order to attract attention to 
them. He becomes a fannliar sight at various functions 
He establishes himself in the minds of those with whom 
he comes in contact. And when plumbine and heating 
services are required he is generally given consideration 
That is the way in which club connections help busines: 


and that is the reason why it often pays to be a joiner 


Use All 
the Stamp 


the plumbing and heating industry. 


Sales helps for the dealer, in the 
form of circulars and all kinds of 
descriptive matter, are numerous in 
Many manufactur 
ers are in position to supply the master plumber and 
heating contractor with such literature and some will 
even imprint the dealer’s name on it. All the dealer has 
to do is to make up a list of prospects and send the 
literature out. And it is good advertising. It gets the 
dealer’s name before prospects and gets it there in con 
nection with a definite piece of merchandise that every 
home owner is going to need and eventually buy. If the 
dealer does not want to make up a special list of pros 
pects, he can use such circulars for envelope stuffers 
The average invoice, receipt or other piece of maul that 
goes out of a plumber’s store does not use up the full 
value of the two-cent stamp. ‘It can carry more weight 
for no more money and the circulars might just as well 
make up the deficiency, Such a practice has proved it 
value in case after case and it is so easy to do that 


no dealer should pass it by. 


Stead Business has maintained an unusually 
ay level keel this year. There has been pra 
Business tically no speculation, a definite order in 
hand as a rule being the only occasion for buying. Such 
a policy was somewhat misunderstood last year when it 
first became evident, many manufacturers feeling that 
it was impossible to gauge production without having 
definite orders to work against. However, the policy 
was there and it was necessary to meet it. Production, 
wherever possible, was curtailed to a steady rate of out 
put in line with current needs of the field. Thousands 
and thousands of dollars were not tied up in idle stocks. 
And a large volume of business has been transacted with 


surprisingly little fuss. 
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Louisville Leader; Kentucky's 1926-27 Chief 























Cacob Isaacs 


LOUISVILLE KY. 
President, Kentucky State 


cAssociation of eHaster Plumbers 


1926-27 








A scene at the Kentucky Derby—when the winner's in doubt 
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What Have You to Sell?P 


By MILT MARVELS 


merchandising methods than when business men 

first recognized the fact that the best results were 
attained from selling efforts which went beyond the mere 
product. It was natural that with the great interest in 
the vastly improved methods of manufacturing during the 
early years of the twentieth century, that interest should 
have been reflected in selling policies. 

The methods being adopted were novel. People were 
aroused to wonder at the application of science to manu- 
facturing methods. But the automobile, the airplane and, 
more recently, the radio, together with many other re- 
markable developments, have dulled our appetite for de- 
tails. We take it for granted that somehow the men who 
make things will solve the problems they encounter. We 
want to know now how these inventions will help to make 
life more comfortable and convenient for us. 


P' rerchana no greater step forward was made in 


SELL GOOD WILL 
F YOU were to ask the average man what he looks for 
most when he is buying, let us say, for his home, he 
would tell you that, while he wants to know something 
about the products he bought, the thing he wants above all 


is a sense of security. The specialist in furniture sells him 
his house furnishings, the plumbing and heating man sells 
him his heating plant and sanitary system. He deals with 
specialists; and he wants to feel that in each case he can 
place perfect trust in the man from whom he buys. Modern 
life is too complicated for him to be acquainted with 
everything that is used in his home. Just as he has to 
place implicit trust in his family doctor, so he has to place 
trust in his sanitarian, in his heatng expert. 

And so we arrive at the conclusion that what we have 
to sell in our field is confidence or, as J. Frank Scott of 
Kelso, Wash., puts it, “I not only sell the customer a job, 
but I sell him good will and friendship.” 

This is not a mere distinction in words. There is a vast 
difference in the results of selling Mr. Scott’s way, and 
selling, or trying to sell, so many feet of radiation and so 
many pieces of sanitary ware. The difference lies in the 
way the mind works. You and I attach loyalty to per- 
sons, not to things. If a man sells us only a product, some 
other man may sell us a better one—or one which he con- 
vinces us is better. But if a man sells us confidence in 
him, if he sets up a friendly relationship between us, we 
feel a certain loyalty toward him. We give him “the 
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20 DOMESTIC 
break”’ when it comes to placing our business, I am not 
talking, of course, about hand-shaking and back-slapping 
friendship. I mean the kind of friendship that is rooted 
in the fact that the man who sells us shows that he wants 
to be of genuine service 

This 
to do business successfully in a small city 


is quality that is very necessary when one expects 
Personality 

putting personality into selling—counts for a lot where, in 
time, you are bound to become known to the majority of 
Wash., 


indicated, I 


your community Kelso, is a small city 
think, 


having 


people in 
and Mr 


he has 


Scott's success is amply when 


built a $40,000 business in a city around 


,,000 people 
March, 
Mr. Scott spent eleven years in business in Canada. 


1924, 
Dur- 
“Tl found that to get a good busi- 


jefore he opened his present business in 


ing that time, he says, 
ness and hold it you had to get out and rustle, and after 
had it, had to 


money in 


you you give value for your customers’ 


merchandise as well as in personality.’ 


GET INTO CIVIC AFFAIRS 

YOTICE how he goes back to that personal element. 
N When I asked him what he meant by ‘rustling,’ he 
mean that I get with 


said, “I in direct personal contact 


my customers, either by being a member of the same or- 
ganization or club, or by calling on them myself to solicit 
the opportunity of serving them.” 

You know the old saying, ‘A man is known by the com- 
he keeps.” 
if he belongs to no local civic organizations, he 


little think he'll get 


pany If a man in our field keeps no company 


that is, 
don't 


is likely to be but known I 


far if he joins such bodies merely for the purpose of get- 
ting business, either He must have an active interest in 
their work Mr. 
Scott’s own words 


are: “I do believe 
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state association. When a holds such offices he is 
bound to be getting a broader view of the business. /n- 
stead of seeing only his own business day after day, he 


man 


perspective of the business of his industry as a 
whole. I have an idea that if every man in the industry 
had to serve a term of office in his association, he could 
never again be guilty of the short-sightedness which costs 
so much in profit. He would know too much about his 
business to be able to deceive himself into the thought 
that it would grow under any but constructive policies. 

matter of selling gov 
value of the 


gets a 


There is another angle to the 
will and confidence. Over and above the 
product bought, there is a value in the feeling of confid 
ence and security. It is worth money to the customer 
If a sale is conducted on the basis of a horse deal, with 
each party to it dickering for price, there is no trust and 
confidence, and certainly the prospective buyer has no 
scruple about reducing the seller’s profit. In such a case 
the seller is likely to pay out his profit as the price of 
making the sale. But if any transaction is conducted on 
a basis of confidence, the security the buyer feels is suffi- 
cient justification to him for the knowledge that the seller 
is making a profit. 

Mr. Scott wants to give the best service possible to his 
customers, at all times and the process of selling includes, 
in his mind, ‘‘the proving that to do it I must operate at 
a profit.” It’s a reasonable proposition, which any cus- 
tomer will admit. No one wants to deal with a company 
which is here today and gone tomorrow—and no reason- 
able individual expects a company which will do business 
at no profit to be long on the scene to render service 
People buy automobiles of known make because they want 
to feel that they can always get service on them when 

anything goes 
wrong. It ought to 
be the same with 





that it is up to ev 
this 


mix up 


ery man in 
business to 
in civic affairs and 
to let the 


that he 


public 
know is not 
only a plumber, but 
full 


fledged business 


that he is a 
man in every re 
spect and at all 
times working for 
the good of his city 
as well as his 
With 
that spirit, business 


own 
business.”’ 

is bound to come 
Mr. Scott belongs to 


the Rotary Club and 


Chamber of Com- 
merce 
Just as a larger 


interest in the af 
fairs of a man’s 
community brings 
him growth, so an 
interest in the af- 


fairs of his industry 





help him Mr 
Scott is president 
of the local associ- 
ation of master 


plumbers and vice- 





No chance to miss the Scott place of business with the name so prom- | 
inently displayed | 
president of the ee a ee 


equipment sold in 
our field, and when 
sell 


mind 


a contractor 
that in 


it will be so. 


|} with 


| MERCHANDISING 
IN SMALL CITIES 
AM particularly 

I interested in 
the stories of men 
like Mr. Scott 
who are operating 
in small cities. Per- 
haps it is not eas) 
for the man who 
lived all his 


city 


men 


has 
life in a big 
to realize.the tre 
mendous changes 
which have gone on 
in the rural dis 
tricts during the 
| past ten or fifteen 
| years. Your small 
| town citizen, who 
| used to furnish the 
comedy for the 
stage some _ years 
back, is no 
The automobile ha 
made it possible for 
| him to keep in 
with large! 


more 


_! touch 
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communities. Any man can drive to the county seat within 
a reasonable time, and in many cases to good sized cities. 
Telephone and the radio, and a better type of country 
newspaper, all keep him abreast of his city cousin. 

The result has been that selling in these smaller centers 
of population has had to take on the character of selling 
and merchandising in metropolitan centers. Men like Mr. 
Scott in our industry are pioneers in small town mer- 
chandising, and are making a mighty good job of it. 
They are adopting far-sighted policies. They are meeting 
changed conditions with up-to-the-minute methods. The 
co-operation which has come about largely because of Mr. 
Seott’s activities among the members of the industry in 
his town compares favorably, all things considered, with 
what may be observed in places where a much greater vol- 
ume of business is done. The local association meets 
every Monday for lunch, and matters of common interest 
are discussed. A feeling of good will is thus preserved 
between the shops in Kelso. 

Mr. Scott believes in selling accessories for the reason 
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which will be cited by any authority on merchandising 

it brings people into his place of business and helps to keep 
overhead down. In other words if, in addition to the 
business which a firm does out in the field on a certain 
overhead expense, necessarily maintaining a place of busi 
ness, there is added a fair volume of sales on accessories, 
that added volume will bring down the overhead in rela- 
tion to the total business done. 

All these are evidences of the fact that our small city 
brethren are keeping up with the procession when it 
comes to merchandising. And they are doing it by keep- 
ing in touch with the same mediums of progress as go 
into the offices of members of the industry who operate in 
the big towns. Mr. Scott gratefully mentions the business 
paper as a help in bringing business-building ideas to him 
and finds the T. E. B. of assistance. He has kept stride 
fundamentally with developments in merchandising and 
selling in that he has put into action the idea that the 
most successful merchant will sell not products, but what’s 
behind them—service, satisfaction, good will, friendship. 


Leaders of National Association of Master 


Plumbers, 


1926-1927 


PRESIDENT 
Albert J. Wilson 
San Francisco, Calif. 


VICE PRESIDENT 
Thomas F. Nolan 
Albany, N. Y. 


TREASURER 
A. C. Eynon 
Canton, Ohio 


SECRETARY 
Alexander Coleman 
San Francisco, Calif. 


DIRECTORS 


William A. Bywater, Salt Lake City, Utah 
James 8, Cassedy, Cambridge, Mass. 
Charles J, Kelly, Portland, Oreg. 

William J. Lang, Chicago, Tl. 


Frank P. Tweedie, New Orleans, La. 
John J. Vogelpohl, Cincinnati, Ohio 
Samuel F. Wilson, Newark, N. J. 


Henry E. Longley, Wilmington, N.C. (pict F. Troutwine, York, Pa. 


Jcre L.. Murphy, New York, N. Y. 
Jere Sheehan, Jr., St. Louis, Mo. 


the National Association of Master Plumbers has 

announced his selections of members of the board 
of directors for the ensuing year. Among the appointees 
will be found men who have been prominent in state and 
national association work for years, and who have been 
selected as best qualified to carry out the extensive pro- 
gram mapped out for the association at the Louisville 
convention, The new directors represent every section of 
the United States and are among the progressive leaders 
of their particular sections. 

The eleven men selected—Henry E. Longley of Wilming- 
ton, N. C., past president of the national association; Wil- 
liam A. Bywater of Salt Lake City, Utah, president of the 
Utah association; James S. Cassedy, of Cambridge, Mass., 
past president of the national association; William J. 
Lang of Chicago, past national director, and past state 
president of the Illinois association; Jere L. Murphy of 
New York City, past national director, and past state pres- 
ident of the New York association; Jere Sheehan, Jr., of 
St. Louis, Mo., past national director; Crist F. Troutwine 
of York, Pa., past state president of the Pennsylvania asso- 
ciation; Frank P. Tweedie, past national director and now 


\ LBERT J. WILSON of San Francisco, president of 


president of the Louisiana-Mississippi association; Charles 
J. Kelly of Portland, Ore., president of the Oregon state 
association; John J. Vogelpohl of Cincinnati, Ohio. past 
national president, past national directer and past state 
president of the Ohio association, and Samuel F. Wilson 
of Newark, N. J., past national president and past national 
director—will carry on the work together with Pres- 
ident A. J. Wilson, Vice-President Thomas F. Nolan of 
Albany, N. Y., Secretary Alexander Coleman of San Fran- 
cisco and Treasurer A. C, Eynon of Canton, Ohio. 

The eleven directors include four past national presi- 
dents, three others who served on last year’s board, one 
other with previous experience as a national director, two 
state presidents and one former state president. 

The first meeting of the newly appointed board, it is 
planned, will be held in the offices of the national asso- 
ciation at 120 Page street, San Francisco, Calif., in the 
near future. At that time, the work of each individual 
member of the board will be allotted. Committee ap- 
pointments wil! be announced shortly. In the meanwhile, 
such important committees as the scholarship and ap- 
prenticeship bodies have been authorized to continue in 
office and to go on with their duties for the present. 
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Officers and Directors Who Will Lead 


Left to right, top 
row: Frank P. Twee- 
die of New Orleans, 
La.; Thomas F. No- 
lan of Albany, N. Y., 
vice president; Hen- 
ry E. Longley of 
Wilmington, N. C.— 
Middie row: Charles 
J. Kelly of Portland, 
Ore.; Jere L. Mur- 
phy of New York 
City —Bottom row: 
James 8S. Cassedy of 
Cambridge, Mass.; 
Crist F. Troutwine of 
York, Pa. 
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Left to right, top 
row: Jere Sheehan, 
Jr., of St. Louis, Mo.; 
Albert J. Wilson of 
San Francisco, pres- 
ident; Alexander 
Coleman of San 
Francisco, secretary. 
—Middle row: Wil- 
liam A, Bywater of 
Salt Lake City, Utah; 
Alfred C. Eynon of 
Canton, Ohio, treas- 
urer.—Bottom row: 
Samuel F. Wilson of 
Newark, N. J.; Wil- 
liam J. Lang of Chi- 
enago; John J. Vogel- 
pohl of Cincinnati, 
Ohio 


Master Plumbers’ National Association 
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The Round Table takes up a new 


ING PROBLEM 


Study this problem, copy the layout on the following page and then draw in the pipe 
Send your solution to “Domestic Engineering” and it will be analyzed by the 
Round Table Chairman and discussed by him in a Round Table article a few weeks later 








HE 
number 


DRAWING the opposite page represents a 

of wall radiators. The members of the 
Round Table are asked to draw in all the pipe con- 
nections to and from the coils. We have connected radia- 
tor No. 3 to the supply line No. 9 as a HOT WATER 


on 


radiator. The other radiators will be connected as follows: 
ALL RADIATORS ARE TO HAVE THE SUPPLY 
VALVE ON RIGHT SIDE. Connect radiator No. 1 and 


No. 2 to supply No. 11. Both of these are to be connected 
for steam with thermostatic trap on return. Trap need 
not be connected to a return line; just show where it is 
located. Connect radiators 4 and 5 to one riser and draw 
in the return for both. Radiator No. 4 is a steam radiator 
on a vapor job. Radiator No. 5 is to be connected for a 
vacuum job. 

NOTE PARTICULARLY, ALL THE NIPPLES ARE 
MARKED IN BLACK AND GUIDE YOURSELF ACCORD- 
INGLY. THE NIPPLES INDICATE WHERE THE SEC- 
TIONS ARE SCREWED TOGETHER. 

You can use the supply line No. 9 for radiators No. 4 
and No. 5. Radiator No. 6 is to be connected to supply 
line No. 10 for a two-pipe steam job. Show what return 
connection is necessary. 

Draw in the supply line for radiators No. 7 and No. 8 
and connect both to this supply. No. 7 is to be connected 
for HOT WATER and No. 8 is to be connected for vacuum 
service with a trap on the return. Show by means of an 
arrow which way the radiators should be pitched if, in 
your opinion, it is necessary to pitch them. 

Radiator No. 8 is located 5 ft. below the boiler water 
line. Show what is necessary to lift the water from the 
return below the water line to the main return above, if 
you think that something is necessary. If not, tell us 
in your letter why you think it is not necessary. 

We will carry 8 in. of vacuum on the vacuum returns. 
All steam jobs will operate on 1 to 15 Ib. pressure. All 
vacuum jobs on a few ounces pressure, and in mild 
weather there will be only 2 to 4 inches of vacuum on 
the supply line, and 8 inches on the return. 

This is really the most interesting Round Table discus- 
sion that has been published in “Domestic Engineering” 
because of the fact that there seems to be no standard for 
connecting up wall radiators. Usually the connecting of 
this type of radiation is left to the man on the job, and in 
a great many cases the connections made are not adequate 
to supply the radiation with the necessary amount of 
steam. This results in a partial heating of the radiators 
only, or the accumulation of water in the wall radiator 
itself. 

In many cases where wall radiation is hooked up in- 
correctly, the circulation of steam through the radiator 
is impaired. For instance (referring to the location of 
the nipples marked in black) if the supply is connected to 
the same side on which the nipple is located, the first 
section will short circuit, due to the fact that steam will 
follow the path of least resistance, traveling downward 
immediately into the second section. A radiator connected 
in this manner will not produce the proper results. 
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If the wall radiators are located on the ceiling, the con- 
nection to these radiators is exactly the same as if they 
were located on the wall, with the exception that the inlet 
should be the highest point and the hangars so adjusted 
that the outlet from the wall radiators is the lowest point. 

In many cases where radiators are hung parallel with 
the ceiling considerable pounding exists, due to the fact 
that the condensation cannot drain readily from the ceil- 
ing coil and the steam is forced to push the condensation 
to the outlet. All outlets should be provided with an 
eccentric bushing turned downwards to facilitate the 
drainings of the ceiling coils. 

If the ceiling coils are connected to the hot water sys- 
tem, the air cock must be located at the highest point, 
likewise the automatic air valves in case they are con- 
nected to a steam plant. If a thermostatic trap is used 





Round Table member, 
Newport News, Va. 


Chas. L. Tench, 


on the returns and a vacuum is pulled on the discharge 
side, this should not be put higher than ceiling coils. 
Draw all the piping on the page opposite. Then make 
a drawing or tracing of it and mail it to ‘‘Domestic Engi 
neering.” If you want a drawing to replace this sheet 
please advise us, and we will mail you one. All drawings 
received along with the comments of the chairman will be 
published in an article entitled ‘“‘The Round Table.” 
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Practical Problems 


No. 3, | 
$3 paid for acceptable ideas 
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Salt Froze This Water Main 

N AN Eastern city, the water main of one street was 
I frozen That seemed strange, however, as there was 
very little frost in the ground. After digging through 
the crust, the workmen found that the frost had not pene- 
trated more than four or five inches, whereas the main 
that was frozen was four and one-half feet below the sur- 
face 

They dug down to the pipe and found that it was 
actually frozen. ‘‘Well, that’s one on us,” said some of 
the sanitary engineers as they stood around it, scratching 
their heads. 

At length they observed that the street car company 
had been using an abundance of salt that -winter on its 


Approve Uniform 


F ONE were to tell of all the benefits the National As- 


sociation of Master Plumbers has conferred upon the 


plumbing trade, it would make a long story. Among 
these benefits the preparation of a set of plumbing sym- 
bols stands high. These symbols are presented here pub- 
licly for the first time. They are the gift of the National 
Association of Master Plumbers to the plumbing trade 
and to all others who indicate plumbing fixtures and 


plumbing installation on their mechanical drawings. 
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tracks at a corner where there were a number of switches. 
Eventually they dug beneath the track and discovered 
that the salt had become dissolved and had percolated 
through the gravelly soil until it reached the pipe, as 
shown in the illustration, and so the problem was solved 
The salt had caused the main to freeze. 

A. M., Watertown, N. Y. 








Plumbing Symbols 


This forward step was not taken hastily. These sym- 
bols are the result of years of study and preparation on 
the parts of the standardization committee of the National 
Association. Master plumbers, sanitary and mechanical 
engineers, architects and all who have occasion to show 
plumbing fixtures and installations in their mechanical 
drawings are urged to adopt them. If so adopted they 
will eliminate the confusion and misunderstanding that 
has been common in drawings of this kind and is still 
common in the drawings relating to many other trades. 

In some trades it is still the practice to indicate fix- 
tures by a variety of symbols. Although efforts have been 
made by the national associations representing these 
trades to devise such standardized symbols, this work has 
not been completed and the confusion still goes on, one 
draftsman uses one set of symbols while another drafts- 
man uses a different set, or a set having many differences. 

It is fitting that in connection with the publication of 
these symbols, the name of Thomas F. Hanley, of Chicago, 
formerly chairman of the standardization committee of 
the National Association of Master Plumbers, be men- 
tioned. His long years of service in the National Asso- 
ciation, and his indefatigable work in handling of sym- 
bols, should earn for him the gratitude of every member 
of the trade and George H. Drake, of Buffalo, N. Y., chair- 
man of the standardization committee since the resigna- 
tion of Mr. Hanley a few months ago, specifically requests 
that tribute be paid to Mr. Hanley for his work. 

These symbols are being sent by “Domestic Engineer- 
ing’’ to plumbing inspectors, sanitary and mechanical en- 
zineers, architects and others, not only in this country 
but in many foreign countries as well. Many of these 
countries have a high regard for the American plumber 
and for American plumbing methods. They are buying 
American plumbing goods in increasing quantities from 
year to year, and there is no reason why these symbols 
should not be used internationally as well as nationally. 

It is not only the privilege but also the duty of every 


master plumber who uses plumbing symbols, to use the 


symbols presented here, which are approved by the stand 
ardization committee of the National Association of Mas 
ter Plumbers. Every reader of this paper is urged to give 
these symbols the widest possible publicity. 
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Chart of New Uniform Plumbing Symbols 
(See pages 26 and 28) 
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(See pages 26 and 27) 
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DIMENSIONS OF PIPE CHANNELS OF SUFFICIENT SIZE TO 
PERMIT THE INSTALLATION OF THE FOLLOWING SIZED PIPES 
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Reputation Builders 


O-B No. 1 Line for the 
O-B No. 10 Line 


Brass Disc 
Master Plumber and Fitter Renewable Disc 
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ETHER you install one valve, 

ten valves or a hundred valves 
each day, each and every one has a 
direct bearing on your reputation. If 
it stands up in service and operates 
perfectly—you get the credit. 
‘—— If, however, just one of those valves Sassnaite ties 
goes bad—your reputation for doing 
good reliable work is greatly affected. 
Why take a chance? 





O-B Valves are built for those who 
are tired of taking unprofitable 
chances. They are built for those 
who cherish good reputations and 


want to enhance them. 


“— ——— O-B No.3 Line 
ae Ohio Brass Company, Mansfield, Ohio Renewable Disc 
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Fig. 1.—Showing type of washers used in a modern laundry and the pipe connections 


Plumbing, Heating and Ventilating 


A Modern Laundry 


By &. W. RIESBECK 


N this article, the plumbing and heating contractor washing the family clothes. No longer, due to the advance 
will find a way of increasing his sales as well as made in the modern laundry, need the housewife dread the 
valuable information on how the work resulting from washday and the drudgery connected with it. The modern 

the sales should be done after landing the contract. laundry of today calls for the washing on Monday or on 

The modern apartment building, the kitchenette apart- any other day during the week, and delivers it on the 

ment, the smoke nuisance, the high cost of coal and gas, following day, perfectly clean, blued and nearly dry for a 
hard water and many other factors have brought about. $1.00 for 25 lb. dry weight. 
in the large cities at least, a change in the methods of How this is possible, and how the heating and plumbing 
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The Whitehouse China Faucet 


(PATENTED—OTHERS PENDING) 


The Whitehouse Triumphs in Beauty 


The Whitehouse China Combination Sink 
Faucet is the plumbing industry's newest and 
biggest contribution to home beauty. 


It is a compact unit of snow-white china with 
a concealed soap pocket and a swinging spout. 
Unique in design and grace, it sells upon sight. 


The china aristocrat of combination sink fix- 
tures requires no polishing as do brass faucets. 
Harmonizing with the clear white of the sink, 
it becomes almost a part of the sink itself. 


A soap pocket is unobtrusively concealed 
within the fixture and does not detract from 
the pleasing liquid lines. It is also invisibly 
drained. 


Water at just the proper temperature is pro- 
vided by a swinging china spout. A damp rag 
cleans the china quickly. 


Water-carrying parts concealed within this 
China Combination Sink Faucet are made of 
the “‘Everlasting’’ Morgan Bronze Metal, to fit 
all sinks with 8-inch center drillings. 


China used in this faucet is the highest grade 
vitreous ware known. 


Whitehouse Beauty can replace any ordinary 
fixture with surprisingly little difference in 
cost. 





HIGHEST GRADE PLUMBING FIXTURES IN THE WORLD 
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Honeywell Type “A” Master- 
stat, Accepted and Listed as 
Standard by Underwriters’ 
Laboratories, Inc., June 23, 
1926. 


$s on 


ERSTAT 


Honeywell’s Latest Automatic Oil Burner Control and Shut-off 


“This device is positive in operation, sensitive in response to 
changes in temperature or steam pressure, and reduces to a 
minimum the possibility of firing into a dry boiler, or of 
creating excessive pressures or temperatures in the boiler 


to be controlled.’’ 


The Honeywell Type “A’’ Masterstat, a limiting 
device and a master safety control in one unit, 
has conclusively demonstrated its possession of 
the following very definite attributes: 


Affords positive safety against firing dry boilers; 
limits steam pressure on steam installations; 
permits vacuum range on vapor installations; 
limits water temperature on hot water installa- 
tions; limits casing temperature on warm air 
installations; has no floating period; has positive 
protection against its own possible failure. 


The failure of the burner to shut off for any reason 
will cause the Mas‘erstat to function and open 


—Excerpt from Report of Underwriters’ 
Laboratories, Inc., dated May 18, 1926. 


burner motor circuit before the dangerous tem- 
perature point has been reached. 


Any range of temperature or pressure can be had 
by the setting of the movable hands. By limiting 
the heater temperature or pressure, economy in 


fuel consumption is effected. 


The report of Underwriters’ Laboratories, Inc., 
accepting and listing the Masterstat as stand- 
ard, with the specific commendation quoted 
above, confirms, with a certain finality, Honey- 
well’s claims as to the control and safety features 
of this mechanism. 


THE HONEYWELL HEATING SPECIALTIES CO. 
Wabash, Indiana 


HONEYWELL 


Temperature Regulators 


August 28, | 


26 


oratories Inc. 





| 








26 

















August 28, 1926 














id 
dye 
“ee 
- = aa") 
> 4 
of) ~ a > o 
1 & ’ a Ree 








Fig. 2—Showing open drain under washers and location of 
washer in relation to drain 


contractor has helped to bring about these changed condi- 
tions is described in this article. It will be worth our 
readers’ time and attention to apply the data contained 
herein. They will not only find such installations profit- 
able but a source of steady revenue, because of the repairs 
necessary. 

The Standard Laundry described in this article, equipped 
and installed by the Alcock Plumbing Co., Chicago, is one 
of the most modern in every way. The above company, in 
designing and equipping this laundry, no doubt realized 
that a modern laundry must be constructed, equipped and 
piped so as to handle the maximum amount of work at a 
minimum cost which gives the customer the modern serv- 
ice heretofore unheard of. The quality of the work, as 
well as the wear and tear of the clothes, must be reduced 
to a minimum. All these points have been taken into 
consideration in the layout of this laundry. 


WASHERS OF MONEL METAL 

OTEL work, as well as the family washings, are de- 
H livered to the rear of the building and elevated to 
the second floor. Here it is sorted, tagged or marked, as 
the case may be. The wet wash is put into bags, each 
marked with the lot number. These bags are made of 
heavy netting. Trucks carry the clothes to be washed to 
the eight Cylinder Washers, installed on the second floor, 
one of which is shown in Fig. 1. These washers are con- 
structed entirely of monel metal with the exception of the 
legs which are cast iron. The outer casing is stationary, 
and in this stationary casing the cylinder revolves, first 
in one direction for 15 or 20 seconds and then in the 
opposite direction for the same period of time. Five of 
these washers are of the two-pocket type, with a monel 
metal partition between the two, while the other three 
contain 4, 8 and 10 pockets each, respectively. The last 
three washers are used for family or wet wash exclusively. 
Each pocket contains the clothes of one family, thus pre- 
venting the mixing up of the various washings. In this 
manner each lot of clothes is kept separated and cannot 
come into contact with other lots of clothes. When all the 
pockets are filled, the cover of the washer is closed which 
automatically starts the washer. As soon as the cover is 
opened, the washer stops automatically. 
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Each machine is equipped with an individual motor 
drive, a dial thermometer and a water gauge. As soon as 
the washer is started and the water supply valve opened, 
110 gal. of soft, filtered water are delivered to the washer 
in a few seconds. The amount of water flowing into the 
washer is indicated on the dial of the water gauge in gal., 
so that no water may be wasted. Liquid soap of proper 
consistency is poured into the soap pockets, shown at- 
tached to the outer casing in Fig. 1, while the washer is 
in operation. Steam is turned on the machine and the 
clothes are boiled while they are being washed. 

The dial thermometer indicates the temperature of the 
water, and in case delicate fabrics are washed, which can- 
not stand a boiling temperature, but require certain lower 
temperatures, the steam supply can be regulated readily. 

A novel feature on all the washers is a large rectangular 
butterfly valve located on the bottom of the outer casing, 
operated by a foot pedal. This valve measures 8 by 10 
inches and, when opened to discharge the wash water, re 
quires only from 15 to 18 seconds to discharge the water 
from the washer. This quick action is necessary, because 
if the water were discharged slowly, part of the dirt would 
settle on the clothes or remain in the washer. 

The water from the butterfly valve is discharged into an 
open sewer, which is connected to the cast iron sewer line 
located on the ceiling of the floor below. Fig. 2 illustrates 
this open’ sewer which is also used as a foundation for the 
washer, as shown in the lower part. The upper part of 
Fig. 2 shows the pitch of the sewer and the strainer, sewer 
connection, etc. Line E represents the floor line and the 
strainer basket is shown at F. The discharge from this 





Fig. 3—Extractor used for drying washing so that it can 
be ftroned without delay 
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open sewer is connected to the 8-in. cast iron sewer pipe. 
This 8-in. sewer connects to a grease trap in the basement 
and from there runs to the city sewer. 

Each washing is left in the washer for a period of 
twenty to thirty minutes and the water is changed four to 
eight times during this period. 
In order to procure sufficient soft water for the eight 
washers (the laundry uses 200,000 gal. each 24 hours), an 
elaborate water softening plant, fed by a six-inch water 


supply main was installed by the plumbing and heating 


contractor This softening plant saves a considerable 
amount of soap and coal as well. Soft water is also used 
in the boilers 


No matter whether they are rough dry, wet wash, or 
hotel and pullman flat work, the clothes leave the wash- 
ers in a soft, fluffy and 


sweet smelling condi- 
tion due to the soft 
water used. 

The hot and cold 


shown on 
of Fig. 
washer 


water lines 
the right 
1, supply the 
with water. Both lines 


side 


are 2-in. in order to 
save time in filling the 


These 


are fastened to the 


washer lines 
I-beams on the ceiling 
parallel 
row of 


and run 
the entire 


over 





washers 

The effect the use of 
soft water has on the 
wash, is not only shown by the quality of the work, but in 
the reduction of the amount of soap used Twelve Ib. of 
soap is a fair average, when soft water is used, per $100 
The use of soda is very slight. 


worth of work finished. 


THE EXTRACTOR 

HEN the washers have finished their work, the 
W clothes are loaded into trucks and taken to the ex- 
tractor shown in Fig. 8. This extractor is equipped with 
an individual motor drive and consists of a 36-in. perfor- 
ated basket, approximately 20 in. high, suspended from 
the bottom of the shaft free to revolve at approxi- 
mately 1,100 r. p. m. 

The wet clothes are thrown into the perforated basket 
and the machine is started. The centrifugal force throws 
the water through the perforations of the basket into the 
outer chamber, enclosed by a stationary shell, as shown 
in the illustration. From here the water flows into the 
open drain shown in Fig. 2. In approximately 10 min- 
utes, nearly all the water is extracted and the automatic 
stopping device which is set for 10 minutes, shuts off the 
current thus stopping the extractor automatically. The 
washing is then taken out, loaded into trucks and con- 
veyed to the ironer. Each extractor is capable of taking 
care of the clothes from two washers. The trucks con- 
taining the clothes from the extractors are sent to the first 
floor on which the ironers are located. 


and 


THE TRONERS 
OUR ironers are installed. Each ironer consists of 
F five hollow cast iron steam chests, highly polished on 
top. Steam at 100-lb. pressure fills each chest. Over the 
center of each of the five steam chests a 10-in. roller is 
held down tightly to the polished face of the 
steam chest by means of a coil spring on each end of the 


located, 
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Vig. 4.—Ironers, ventilating ducts and hood over ironers removing 
steam odors and ventilating the laundry at the same time 
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roller bearing. An endless canvas carries the clothes be- 
tween the roller and the steam chest, returning under- 
neath the ironer. The nearly dry wash, as it comes from 
the extractor, is laid on top of this canvas and passes 
underneath the roller which is covered with felt, and over 
the top of the five polished and heated steam chests. In 
this manner the washing is not only dried but ironed at 
the same time. At the discharge end, the various piece; 
are folded by girls stationed at the discharge table. 
Heavy blankets, underwear, and other heavy 
pieces, are dried in a tumbler, which revolves at a speed 
of 120 r. p. m., in a casing containing approximately 400 
sq. ft. of radiation. This radiation consists of steam coils, 
at 100 Ib. pressure. After the heavy 
pieces are dried in this manner, which requires approxi- 
mately 25 minutes, 
they are ironed in the 
same way as described 
above. 

The ironers require 
an abundant supply of 
live steam at 100 Ib. 
pressure in order to 
dry and iron the clothes 
at thesametime. This 
steam is supplied by a 
150 h. p. high pressure 
boiler generat- 
ing steam at 125 to 
150 Ib. pressure. This 
pressure is reduced by 
means of a pressure 
reducing valve to 100 
lb. for use on the iron- 
Each ironer is equipped with a separate ball float 
steam trap on the discharge end, cross connected to each 
steam chest, in order to remove the condensation rapidly. 
Each ironer is also equipped with an individual motor 
drive, the electric current being produced by a Corliss 
The exhaust from the engine is used for 
heating in «he winter and is condensed in a feed water 
heater during the summer months for use in the boiler. 

In order that absolutely dry steam may be furnished 
for the ironers, the steam from the boilers is discharged 
into a 10-in. boiler header and taken from the top of this 
héader to the main line leading into the laundry. This 
main line is trapped in two places before it reaches the 
ironer to remove any condensation. The supply pipe for 
each ironer is taken off the top of the main to further 
assure delivery of dry steam. 

Every precaution was taken by the contractor to pro- 
duce results. All pipe lines are of ample size in order to 
reduce the time element to a minimum. Every precaution 
was taken by selecting the best materials obtainable. In 
this laundry, with the equipment described, a continuous 
stream of finished laundry work is produced at a low cost 
per lb. Not a second is wasted anywhere. The valves on 
the various pipe lines are located in a position of easy 
access and in a place where the least number of steps are 
required to reach them. A scientifically laid out plumbing 
and heating job is produced here which shows that many 
of our plumbing and heating contractors are bending every 
effort to serve the public well. 


woolen 


heated by steam 


steam 


ers. 


steam engine. 


VENTILATION 


HE ORDINARY laundry is often filled with steam 
and vapor arising in large volumes from the washers 
and ironers. On a cold day this vapor condenses on the 


(Concluded on Page 52) 
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RADIATOR 





THE WeEwW CONTINENTAL CLASSIC RADIATOR 
Classic in “Name— Classic in cAppearance 


the new Continental Classic Radiator is all that 


the name implies. It combines new beauty and 
new heating efficiency. 
Thes open design of its tubes provides ‘unusually 
free air circulation in addition to good interior circu- 
lation. It has full surface as rated, yet occupies con- 
siderable less floor space than standard radiators. 
It, is made ins four and six tube sizes inv four 
Standard heights. 
Advance photographs will give you a pleasing intro- 
duction to its beauty. May we send you copies? 


COntinental Heater (orporation 
Home Office and Factory 


Dunkirk, N. Y, U.S.A. 
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So tight is the grip of the 
bolt, so accurately ,ma- 
chined are the tongue 
and grooves, that it is 
impossible for the joint 
to split or come apart. 4 


Evernu is the perfect 
seat. The interior wall 
of special hard rubber 
of great strength and 
the outside surface of 
solid color hard rubber 
are vulcanized under 
hydraulic pressure into 
one lasting piece. | 
No finish to wear off. 
No joints to open up. 
The hollow center pro- 
vides lightness and 
strength. The hinge is 
as durable as the scat. 























DOMESTIC ENGINEERING 


OEr: 


August 28, 1926 




















_{ Woop Toitet 


SEATS | 


plit 





Each seat is carefully fash- 
ioned in four sections, so that 
the grain runs around the hole. 
These sections are united in an 
inseparable unit by four bolts 
concealed in the wood. The 
hinge is designed for great 
strength and durability. Never- 
Split seats are beautifully fin- 
ished, and there is a type for 
every bowl. 


Model No, 120 


Extra strength and extra wear 


cost nothing extra! 


Never-Split, the best wood toilet seats made, cost no more than ordinary 
toilet seats. Just the specific mention of Never-Split when you give your 
order for seats to the jobber’s salesman will bring you and your customers 


more for your money. 


The greater durability of Never- 
Split Seats is due to the unique 
bolted joint construction and the 
better-than-average material that’s 


put into them. 


It costs more to bolt the joints 
so they can never separate or‘come 
apart; to use only the finest grades 
of selected oak and gum; to sea- 
son the wood exactly right in our 
own kiln; to quarter-saw it so the 
grain runs round the hole; to 
handbrush every seat with an espe- 


cially mixed varnish; to use new 
brass in the hinges; to fit the hinge 
in so that it never loosens. 


In short, it costs more to make 
a better seat. But simply because 
they are better, more Never-Split 
Seats are made and sold every year 
than any other brand. Great vol- 
ume makes production economies 
possible, and holds down the cost. 
The extra strength and extra 
wear in Never-Split Seats costs 
nothing extra. 


Write today for a copy of the new Never-Split Catalog 


NEVER SPLIT SEAT COMPANY 
Dept. 28, Evansville, Ind., U. S. A. 


Founded 1905 


The Largest Manufacturers of Toilet Seats in the World 























Advertising Editorial 


A NEW ONE EVERY WEEK—No. 232 
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Heat by Radiator 


ND YOU will know what comfortable, con- 
venient heat means. It is easier to control, 
making for even temperature whatever 

the thermometer may register. The greatest 





source of colds in winter is too great fluctuations 


Telephone in house temperature. 
and ask for We are specialists in radiator heating. Just 
a copy of ) . 
“The Story telephone and we'll send a competent engineer to 


of look over plans, or to make recommendations for 
the Bath.” 
In teresting 
reading for 
the whole 
family. It’s 


changes in your present heating system. 


(In this space your Name, 


really a Telephone, and 
story, and 

not adver- Address ) 
tising. 








Quicken Growth by Advertising 


VERY man is in business so that he may build up a competence for 
himself and some day be able to enjoy a little leisure. Anything 
which will speed the growth of the business speeds the coming of that 
day. Advertising is probably the biggest force today in making your 
service known to the greatest number of people in the shortest space of 
time. Commence this week to use the Advertising Editorials. Only 
$4.20 for twelve illustrations. Take the copy each week from “Domestic 
Engineering” or we'll mail you a proof of the page if you prefer. 
Don’t wait for satisfied customers to build your business. Advertise 
and talk about them yourself. 


37 


ALES LETTER 
One a Week—No. 69 





The winter season isn’t far off. Send out 
the following letter to a selected list of home 
owners or prospective home owners. People 
are beginning now to think of heating prob- 


lems, laying in coal and so on. 


1 Oa N BROWN 
Plumbing : Heating 
Two Rivers, N. Y., 
August 28, 1926 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

Physicians say that one of the greatest 
sources of cold in winter is too great fluctua- 
tion in house temperature. If the house is 
too warm for a time, and then is allowed to 
cool too rapidly, there is always danger of 
annoying colds developing. 

The easiest way to avoid this condition is 
to heat the house by radiator. It is much 
easier to control radiator heat—the house 
may be kept at an even temperature all the 
time. 

We are specialists in radiator heating and 
in heat control. If you will just telephone 
we'll be glad to send a competent engineer to 
look over plans for the new house, or to 
make recommendations for changes in your 
present heating system. 

Assure yourself of comfort and conven- 
ience this winter. Now is the time to have 
the heating plant put in shape rather than to 
wait until the cold weather is actually upon 
us. 

Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK— No. 99 

USINESS is a race against time We can't 
B see everybody to make a personal solicita- 
tion—advertising takes up the work where 
lack of time forces us to drop it. Consistently 
used it hurries the growth of a business. Don't 
wait until you feel you can use big pace.” 
Use the smaller space—-commence this week by 
copying out the following Adlet and handing it 
to your local newspaper. 





| . 

| Heat by Radiator 
And you will know what comfortable, 
convenient, controlled heat means. 
Don’t wait until the cold weather is 
actually upon us before having your 
heating plant put in shape to combat it. 
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Examining the structure of 


brass pipe with a microscope 


No. 46 in a series of Picture-Stories 
on the manufacture of BRASS PIPE 


CROSCOPIC TES 


is worked by 


the many tests which brass pipe has to un- 
use of the 


MONG 
A dergo is the microscopic test. By the 

microscope it is possible to see how the material 
of the pipe is constructed and from this to judge what 
and 


the character of it will be. 


Brass has a very distinct crystalline structure 


Fig. 2.—Showing the crystal structure 
of brass pipe after partial annealing 


Fig. 1.—Showing the crystal structure 
of brass after it has been severely 
worked 





drawing, as explained in 


crystalline structure is dis- 
it breaks apart. 


metal 


whén the 
articles, 


the previous this 
torted. If the metal is overworked 
Therefore, after distorting the crystalline structure of 
it becomes necessary to restore it so that 


the brass pip¢ 
the metal can be submitted to further working. 


Fig. 3.—Showing the crystal structure 
of finished brass pipe 
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High resistance 


f 





O 
© requires 
FR MORE COPPER 


HE brass pipe in wide-spread use today is 

of a composition dictated by the process of 
manufacture. Resistance to corrosion, ability to 
make smooth bends cold and superior surface 
finish would dictate more copper than in ordi- 
nary brass pipe. 

Ordinary brass pipe is good enough for many 
places but when corrosive action is excessive, 
more copper must be used and a higher price 
paid, principally because of the expense of 
manufacture. 

We have standardized on the process of man- 
ufacture that permits the use of high copper 
content so our Alpha brass pipe has more copper 
— yet costs no more than ordinary brass pipe. 

Why not use Alpha? 














ZO—-NON 





LPHA 
Yass Pipe Creme COMPANIES [.. . ......,. wn 


Chase Companies, Inc., Waterbury, Conn. 








INCORPORATED 
Bi Please send me free of charge a copy of 
LPHA has more copper and more lead than the WATERBURY, CONNECTICUT | ee 
: . . , Chase Metal Works — Chase Rolling Mills | your book on Alpha Brass. 
usual brass pipe. More copper raises its resistance STOCKS 
to corrosion and makes it more ductile and tough. More Chase Brass Companies, Inc., New York | Name 
lead : , ee Chase Companies of New Jersey, Newark 
makes it easier to cut the clean and perfect threads The Ohio Chase Company, Cleveland. | 
80 essential to leak-proof connections. Chase Companies of Goltoenis, Sen Francisco, Firm ———————— 
8 ngeles 
bps has a superior surface finish and can be bent a * yor FIC ES —_ i iiidsten _ ae a 
co. i . : oston ew Yor iladelphia ochest = pins. ot 
without collapsing. Every length is trade-marked lak fe ee 131 


Address___ = $$$ ed 


twice and we guarantee it against season cracking. Members Copper and Brass Research Association ' 
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M. I. F. DISTINCTIVENESS 
Every process of manufacture cares for every fitting in an individual way. 
Our aims for high standards carefully guard against haphazard or 
abbreviated methods. 
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MALLEABLE IRON FITTINGS CO. 
BRANFORD “te ote CONNECTICUT 
































Practice in Ei 
PLUMBING Paar ee 


The Schoolmaster and his a 
Class hold a session on a aH ! deg 
fairs 


four-story and basement job 


PP Pam 
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lems, we have held strictly to the plan of discus- 
sing each drawing submitted by members of the 
Class. Very often the response has been so great that we 
could not afford the space required to show and discuss 











Ek VER since we began to publish the Drawing Prob- 
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each drawing, but in such cases those that we did not of 
have room for received by mail the discussion that had : ee 
been written, together with the drawing which had been Fig. 1.—The Problem Drawing & 
submitted. Fie. 14.—Wal , 1. Rock ie} 
, P . rig. Talter siegel, tochester, i *roble “eb + 
Very often drawings come to us quite a while after 5 1996 jooue a: Soe oe | 
the problem has been discussed. We feel that even these Fig. 15.—"N. J. E..” Wathena, Kans. se 
tardy problems deserve our best attention, but it always Fig. 16.--George Jones, Youngstown, O. Problem Feb. 27 fe 
seems as if they lost some of their “pep” when they are 1925, issue. met ' ‘3 
‘ Fig. 17.—“J. D. N.,” Detroit, Mich. e 
shown after the problem has been handled. Fig. 18.—“M. C.."” New York City. ‘¢ 
Quite a number of these corrected drawings have accu- Fig. 19.—"“B. M.," Gary, Ind. i 
mulated, and we shall devote a part of this article to Fig. 20.—Walter Biegel, Rochester, Minn F 
the consideration of some of them. The drawings which Fig. 21.—Fred Speich, Tacoma, Wash. 
Fig. 22.—-Martin, Gloucester, Mass 


we shall discuss are the following: Fig. 23.—N. J. Embery, Wathena, Kans Problem from 


Fig. 1.—N. J. Embery, Wathena, Kans. Problem in Jan. 3, Sept. 19, 1925, issue. 
Fig. 24.—Martin, Gloucester, Mass. 


‘ 
) 
i" 
i 
‘k 
7 


ny 
Peat 


1925, issue. 
Fig. 2.—Martin, Gloucester, Mass. Problem in Jan. 16, Then we received a great number of solutions from 


apprentices at plumbing schools and in shops, but as space 
does not permit the publication of drawings from appren- 


1926, issue. 
Fig. 3—H. H. Niebuhr, LaCrosse, Wis. Problem Jan. 16, 











1926, issue. 4 
Fig. 4.—George Jones, Youngstown, O. tices, we returned their drawings by mail accompanied 3 
iY 5 =, g “ x » . . : * "' 
Fig. 5.—Rafael Miro, San Juan, P. R by the Schoolmaster’s comments and instructions on each a4 


Fig. 6.—C. B. Hoover, Ansley, Nebr. 

Fig. 7.—Walter Brown, Columbus, O. 

F. 8.—"B. M.,” Gary, Ind. Problem Jan. 30, 1926, issue. 
Fig. 9.—H. H. Niebuhr, LaCrosse, Wis. Problem Jan. 30, 


1926, issue. 
Fig. 10.—‘“N. J. E.,” Wathena, Kans. Problem Nov. 7, 1925, 


issue. 
Fig. 11.—James C. Henderson, Harvey, Ill. Problem Feb. 


13, 1926, issue. 
Fig. 12.—W. T. Gebhart, Miamisburg, 0. Problem Feb. 13, 


1926, issue. 
Fig. 13.—Martin, Gloucester, Mass. Problem Feb. 13, 1926, 


issue, 









































Figs. 2 and 3 


drawing. 

We often think it would be a fine thing to publish some 
of these excellent drawings sent in by plumbing appren- 
tices, but so many are received (325 were received in 
one mail) that this would be impossible unless the greater 
part of this paper were devoted to this alone. So we 
make it a practice to return all apprentice drawings by 
mail along with the comments and instructions of the 
Schoolmaster. 

The reason so many drawings are received from appren- 
tices is because booklets containing advance proofs of 
our plumbing problems are now being used in the plumb- 
ing classes of most of the plumbing schools of the United 
States. This is also true of the heating problems. These 
booklets are furnished free to plumbing schools for the 
benefit of the plumbing trade. 

It will be noted that the foregoing list includes a num- 
ber of new members, and that some of these have taken 
up back problems and have sent in a group of several. 
We are giad indeed to receive these new members, but 
it would add to the interest of the work if the problem 
drawings were submitted as soon after each problem 
appears as possible. 

New members often become enthusiastic over the work 
of the Class and send in solutions for a number of back 
problems. “Domestic Engineering” is glad to have them 
do this, but where possible, it is better if solutions are 
sent in on time. 
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Essex No. 19 Steam Boiler 


(pictured) 


The Essex pictured with its deep 
firepot, large heating surfaces and 
long flue travel is a heater univers- 
ally liked. Generous fire door; 
large ash pit; simple, durable tri- 
angular pattern grates, large steam 
space, all recommend it to the 
progressive contractor. 





“‘Comforts of Home’’ 


There’s No Substitute 
for a Gurney Boiler 


That is just the impression gained 
from the opinions of those using 
Gurney Heaters. They suit the 
practical, economical mind. 


Address the question, ‘“Have you 
a Gurney Heater?”’, to a man, and 
if he has you will get a story that 
will prove a fine selling aid. 


Two or three installations will 
start a neighborhood toward Gurney 
Heaters. They are easy to sell and 
easy to install. They deliver a 
maximum of heat at a minimum of 
expense. : 


Send for Booklet 


GURNEY [EATER MFG (OMPANY 


General Offices: Boston, Mass., 93-97 Oliver Street, Fort Hill Square 


Gurney Heater Co.,Inc. GurneyHeaterMfg.Co. Gurney Heater Co., Inc. 
New York Richmond, Va. Philadelphia 


. » 1 * 
Manly Se. Cos. Amablo Ave = 418 East Main St. 108 North 17th St. 


Mention Domestic ENGINEERING when writing advertisers. 
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Figs. 4 and 5 


ISCUSSION of the drawings is as follows: 

D Fig. 1.—-The two lavatories, slop sink and kitchen 
sink which are close to stacks and on the top floor, would 
not require venting if connected directly into the stack; 
same as 4 and 6 in Fig. 3. Each refrigerator should be 
trapped, and the refrigerator stack should pass through 
the roof. We note that two waste stacks and two vent 
stacks are used to serve the slop sinks and kitchen sinks, 
whereas one waste and one vent stack should be sufficient. 
Often a saving can be made by connecting fixtures in pairs, 
as shown in Fig. 14, by fixtures 12, 13 and 14, 29, 31 
and 32, ete. This practice depends upon the conditions 
that have to be met, and is given here as a suggestion. 

Fig. 2.—-Inasmuch as 10 and 11 are served by a circuit 
vent, we cannot see the use of the vent that is connected 
between 9 and 10. 9 and 24 could be served by the cir- 
cuit vent, if connected as in Fig. 13, thus saving special 
venting. The vent between 24 and 25 seems unnecessary 
also. 31 should be vented. 19 and 23 are crown-vented. 
By connecting 33 and 34 directly into the foot of the 
vent stack, no other venting would be required for the 
two fixtures. This point is illustrated by the connection 
of 31 and 32 in Fig. 23. 

Fig. 3.—This drawing is well worked out, and there 
is little to criticize. If allowable to connect 4 into the 
vent stack, it would save the waste and vent connections 
here shown. Some ordinances would allow it, and some 
would not. Personally we would favor it. 

Fig. 4.—When this problem was discussed in the April 
24th issue, the drawing submitted by Mr. Jones showed 
an error that ran throughout the drawing, but which was 
unintentional, and he has asked the privilege of submit- 
ting a corrected layout. 11 and 25 do not seem adequately 
vented. The circuit vent for 18 should rise before con- 
necting into the vent stack, as the 13 vent does. To fol- 
low the practice generally called for, the circuit vent 
connection for 29 and 30 should be taken off between the 
two 30 fixtures, and likewise between the two 19 fixtures. 
We note several wet vents, which seem to us O. K. 





























Figs. 6 and 7 
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Fig. 5.—-This drawing comes from Porto Rico, and is 
a very creditable layout,—in fact there is very little to 
criticize. The connection from the condensing tank 
should be trapped, and the connection may discharge into 
the house drain if desired 

Fig. 6.—-The vents of several of the water closets have 
quarter bends at the lower turn, which is wrong practice. 
Fig. 8 shows the connection properly made, to allow the 
vent to drain. The square bend in the vent stack, just 
below the soda fountain sink, is wrong, as scale, ete., will 
lodge here and be unable to find its way further, and 
after a time partially or entirely close the pipe. 

Mr. Hoover, the maker of this drawing, has asked us 
to explain the use and connections for the condensing 
tank. A good method of connecting this tank is shown 
in Fig. 8. Water higher in temperature than 120 degrees 
should not discharge either into the house drainage sys- 
tem or into a sewer, owing to the harmful results that 
might follow from the formation of steam. The purpose 
of the condensing tank is to reduce the temperature of 
the discharge from the steam boiler, before allowing it to 
discharge into the drainage system Drainage from hot 
water heating systems and from low pressure steam 
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Figs. 8 and 9 


heating systems may be connected directly to the drain 
age system, if properly trapped, without first entering a 
condensing tank. 

Fig. 7.—The water closet vents should not have quarter 
bends, as they prevent proper drainage of the vents. 11 
should be vented. The square offset in the condensing 
tank vent line should be avoided if possible, owing to 
the fact that the pipe opening in time might close up 
with scale, etc., which the square turn prevents drain- 
ing back into the drainage system. While theoretically 
it is O. K. to discharge the drinking fountains into the 
lavatory, there are eight of them, and at times the small 
lavatory waste might be overtaxed. 


All that is necessary in order to join this plumbing 
class ts to send in a solution of a Plumbing Problem 
Plumbing Problems usually appear in “Domestic Engt 


neering” on alternate weeks. 


IG. 8.—The lavatory and one of the sinks on the top 
| hy being close to their stacks, need no venting if 
connected by P trap directly into the stack. The baths 
are crown-vented, also the urinals. Water closets on 
stack A, first. second and third floors, should be vented. 
Since the drinking fountains connect directly into the 
drainage system, they should be vented. The method of 
venting the soda fountain shown here is O. K. if it is 
impossible to vent in the usual manner. In this connec- 
tion it might be suggested that it would be allowable to 
give this fixture an indirect connection, in which case the 
question of venting would not have to be met. 
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Fig. 9 toth of the 30 fixtures should be vented. In- 
asmuch as 26 is not directly, but indirectly connected to 
the drainage system, venting is not required, for the rea- 


son that there is no siphonic influence exerted on the 
traps. As a matter of fact when an indirect connection 
such as this is vented, a by-pass is formed, through which 
sewer air and gases may enter the house. 

Fig. 10 Fixtures A, B, E and F do not need venting, 
as they are top-floor fixtures, close to their stacks. The 
refrigerator drip pans should be trapped, and the stack 
should extend through the roof. We do not like the 
method of connecting 2 and 3, also 5 and 6, into a drum 
in such a way that the lavatory waste operates as 
a vent. If this method is to be used we think the con- 
nection of 8 and 9, also 22 and 23 in Fig. 9 is a much 
better one. We note that several water closets have vents 
which have quarter bends, and these prevent proper drain- 


age of the vent. 


trap 























Figs. 
accompanying this drawing states 
work is done as shown in the draw- 
ing, though the town has neither plumbing ordi- 
nances nor plumbing inspector. We think it quite re- 
markable that under such circumstances the work should 
high standard. The bath tubs seem to be 
also 23. The water range is re- 
which is as it should be. The 


Fig. 11.—A 
that in Harvey, IIl., 


note 


ever 


be of such 
crown-vented, 
placed with water closets, 
work is well executed. 
Fig. 12. 
vented,—at the same time, it is possible that the intention 
was to show the work installed in a manner different 
from the way it seems to us. Quarter bends used on the 
water closet vents, tend to prevent these vents draining 


closet 


The urinals, also 1 and 18, seem to be crown- 


August 28, 1026 


back into the closet connection in proper manner, The 
two refrigerators should not connect directly into the 


drainage system, but should have an indirect connectio: 


such as in Fig. 13, with the stack passing through the 
roof. We think it much better practice to replace t! 
range closet with separate water closets. 


Fig. 13.—The drawing is well made, and shows the 
use of circuit and loop vents to advantage. 33 appears 
to have a crown vent. of the continuous vents 
seem to show the use of Ys or double Ys as waste fit- 
tings, although we appreciate that it may have been the 
intention to show T-Ys and double T-Ys, which would 
have been the right method. 


Some 


Plumbing Problems appear on alternate weeks as a 
rule. Solutions to the Problem are sent in by members 
f the When all the 


Class and others who wish to join. 












































Figs. 13 and 14 
solutions have been received, a “Schoolmaster” article is 
prepared criticising and commenting upon the solutions. 
“Schoolmaster” Watch for the next 
problem and send in your solution, 


This is a article. 


IG. 14.—9 is without a vent, outside of which there 
F: very little to criticize in the layout. 

Fig. 15.—1 is crown-vented. Connection of 1 and 3 
into 2 would be O. K. if- the closet bend has special side 
inlets. However, if 3 had a P trap it might connect into 
the stack without other vent than the stack itself; 
many plumbing codes would also consider a similar con- 
nection for 1 as good practice. We do not favor con- 
nection of 11 into the heel of 9. Connection of 10 and 
11, also of 15 and 16 as here shown, we do not consider 
first The connections shown in Fig. 16 
appear to us better. The refrigerators should be trapped, 
and their stack carried through the roof. 

Fig. 16.—1, 4 and 5 are crown-vented. Many plumb 
ing codes would allow 1 to be connected into a separate 
waste fitting on the stack, above the water closet connec 
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class practice. 
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Figs. 15 and 16 
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No pipe fitting 1s better than the raw material 
from which it 1s made. Bad material in a fitting 
might cause heavy losses in a job. 


It’s not just luck that makes Stockham Fittings so 
good. Experienced metallurgists in charge of our labo- 
ratories not only analyze and check every bit of raw 
material against Stockham quality standards but they 
test the metal during manufacture. In addition, from 
start to finish, Stockham Fittings are inspected and 
tested for every detail that will make them save time 
and money on the job and stand up in long years of 
service. 

Besides strength— accurate alignment, clean-cut 
threads, perfect flanges, chamfered faces and good ap- 
pearance are someof the things that make Stockham Fit- 
tings preferred, more and more, by the man on the job. 


All Stockham Fittings are sold only by your friend, 
the jobber. He can supply you quickly and economi- 
cally and will help you in time of trouble. 


_ STOCKHAM 


\\—/ PIPE & FITTINGS COMPANY 
) BIRMINGHAM, ALABAMA 


Write for our 
complete catalog 


Buy from 
YOUR JOBBER 
Matas 


Warehouses with Complete Stocks in: 
BROOKLYN, N. Y. CHICAGO, ILL. LOS ANGELES, CAL. SAN FRANCISCO, CAL. 


STOCKHAM FITTINGS 
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without other We prefer 8 and 13 vented 
Fig. 15. We do not care for the looped end 
of the refrigerator stack, as it seems as if it would result 
in collecting slime which would constantly clog the pipe. 
17 should The sink in both 8 


and 9, has no waste connection. The only method whereby 


tion, vent 


more as in 


Fig have a vent 
10 could be connected without the use of a vent, would 
be to use a P trap and connect the waste horizontally into 


the soil stack In connection with the soil stack at the 
right, two vent stacks are used, whereas one is sufficient, 
as in Fig. 18 11, 14, 15, 16, 18 and 19 should be vented. 


It is poor practice to use a square offset in the refrigera- 
tor stack, as a sharp offset would offer much less obstruc- 
It 


much better practice to pitch the refrigerator wastes as 


tion to the waste passing through the pipe would be 


much as possible, rather than to run them flat 
Fig. 18 The top floor at the left, the 
top floor combination fixture are close to the stack which 


lavatory and 


serves them, and by connecting directly into the stack, no 


separate vent would be required. All three bathtub wastes 
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Figs. 17 and 18 
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Figs. 19 and 20 


are taken out of the bottom of the drum trap, making the 
traps of no effect; also, the inlets to two of the traps are 
into the of trap. The refrigerator 
should be trapped, and the refrigerator stack should pass 
through the roof. 


connected top the 


Vent Not Always Necessary 
19 


combination 


Fig. 
the 
be trapped. 

20 1 is connected into the stack without a vent, 
think it O. K. to connect this fixture thus, although 
presume some ordinances would take exception to the 


The bathtub traps have crown vents, also one 
of fixtures. The refrigerators should 
Fig 
and we 
we 
In this case it is very much better to connect 
the bathtub entrance into the 
stack than vice versa, as the flushing of the water closet 


pra tice 


the water closet below 


will cause a heavy rush of water past the bathtub en 
trance into the stack. As connected, 10 should be vented, 
although if a P trap were used, it could connect hori- 


zontally to the stack without additional venting. 
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Wolff Manufacturing Corporation 
2057 W. Fulton St., Cor. N. Hoyne Ave. | 


Chicago, Illinois | 





Branches and Distributors in Principal Cities 


Handsome glistening white porcelain enameled lavatories 
of the finest quality, made by skilled artisans in a modern 
plant noted for the manufacture of Quality Plumbing for 
over seventy years. Note the sanitary and convenient 
depressed soap dish furnished on lavatories with back. 


The line is complete, including all the popular pedestal 
and wall types. And when fitted with the new Wolff DURO 
fittings, installation troubles and complaints are eliminated. 


The plumber who furnishes Wolff Quality Plumbing, 
increases his prestige in the community and has no difficulty 
in securing the better class of installations. | 


WOLFF IS A DISTINCTIVE LINE FOR THE 











PARTICULAR PLUMBER 
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Your Immediate Needs 


can be supplied 


















By the 
Armstrong Dealer 
in your Territory 


Save time by ordering from 
your nearest dealer instead 
of writing direct to the 
factory. 


The Dealers Carry 


Genuine Armstrong 
Pi pe Tools 


for your convenience 





Armstrong Mfg. 
Company 


Bridgeport, Conn. 


ONLY 





New York Office 
181 Lafayette Street 
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White as What? 


Your customers don’t par- 
ticularly care whether a 
vitreous china lavatory is 
as white as snow, as pa- 
per, as cream, as pearl, or 
any one of the hundred 
other things with which 
white usually is compared. 


What they want is white- 
ness that harmonizes with 
the other fixtures in the 
bathroom, and with the tile 


when white tile is used. 


They get this whiteness in 
“Standard” Lavatories 
because both Vitreous 
China and Enameled Lav- 
atories are made under 
one management and to 
one standard of color. 


The color of “Standard” 
lavatories is under abso- 
lute control—a reason 
why the pedestal and slab 
always look as if they be- 
long together—a reason 
why “Standard” lavator- 
ies sel] readily and stay 
sold. 
Ask your jobber. 


Standard Sanitary Mfg. Co. 


PITTSBURGH 
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Special drawing blanks for Plumbing Problem solu- 
tions will be sent to members of the Class who send in 
a request for them. 


fresh air inlet is wrong. Owing to the possibility of 
contaminating food, refrigerator connections should al- 
ways be made indirect, but never directly into any part 
of the drainage or vent piping. Otherwise the work is 
very well done, although vent stacks are generally con- 
nected into the soil stack rather than being carried sep- 


He 21.—-Connection of the refrigerator stack into the 
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Figs. 21 and 22 


arately through the roof. It is desirable to have as few 
openings through the roof as possible. 

Fig. 22.—The bathtubs, also 15, have crown vents, 
whereas continuous vents are much to be preferred. If 29 
is to have a continuous vent, a P trap should be used. 

Fig. 23.—The bathtubs have vents taken off the top 
of the drum trap, which is equivalent to crown venting. 
Instead of connecting 26 into the top of the trap of 27, 
it would be better to connect into the waste outlet,—this 
would give 27 a wet vent just as it now has, but would 
allow 26 to be used when the 27 trap happens to be 
clogged or for some other reason 27 is out of commission. 
Several water closet vents have square bends, which pre- 
vent free drainage of the vent. The refrigerators should 
be trapped, and the refrigerator stack should pass through 
the roof. The main vent stack at the right should re- 
enter the soil stack, instead of ending in the connection 
for 30. 

Fig. 24.—D, T and A-1 have crown vents. In order 
to have a correctly made continuous vent, O should have 
a P trap; it would be better to connect O above P, if 
the two fixtures do not come at such a level as to use 
a double fitting. 



































Figs, 23 and 24 
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1260 Holden Avenue 33 








Automatic Cellar Drainer 


Improved Model “R” 


You can’t do better than install a 
Penberthy, if what you want is 
good, reliable service. Service 
without repairs, withstanding long, 
hard usage. 


A Penberthy will please your 
customer because of its quality 
and reasonable price. You will 
like it because a good instrument 
installed increases your prestige as 
a good plumber. The repair-less 
service saves your profits. 


Ask your jobber about Penberthy. 


PENBERTHY INJECTOR COMPANY 


Established 1886 


Canadian Plant: Windsor, Ontario 





Detroit, Michigan 
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Every home wants a supply of 


HOT WATER 


The field for the sale of Arco Tanks for 
Domestic Hot Water Supply is unlimited. 

In every dealer’s community there are 
countless prospects for the sale of these 
water heaters. 

Arco Tanks give an abundant supply of 
hot water for every use, every hour of the 
day. And they furnish this convenience at 
a remarkably low cost. 


ADVERTISED PRICES 
GAS BURNING, $66 and up 
20 to 45 gals. capacity 
COAL BURNING, $84 and up 
30 to 100 gals. capacity 





Coal Burning 
Arco Tank 
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Gas Burning 
Arco Tank 
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share of extra profits 


TANKS? 


Heating contractors say 
this FREE service makes sales if 


The new Sales Building Service come enthusiastic reports from 
for Arco Tanks, which is offered heating contractors who are mak- 
to every dealer without costing ing real profits from the silent 


him a penny, is a real success. salesmen we send out to call on 4 
From every part of the country their prospects. iy 


opi tah is 


Thousands of Arco Tanks are being sold 


Here is the way to get ae aN — a | 
your share j Th aah 


This new service, which consists of illustrated letters, 
booklets and broadsides, will be sent to call on your 
prospects to tell them about you and Arco Tanks. All 
you have to do to get this service are these three things: 


ee - 
IM iG po 


ee La 





vite, 


1 Send us a list of prospects you want us to circularize, featur- 
ing your name. The Arco salesman will help you with your list. 


~ 


2 Install an Arco Tank window display. Our salesman will see 
that you get one if you will ask him. 





3 Enclose in all your mail the attractive leaflets, imprinted with 
your name, that we will also send to you. 


ee ee ee mame" 


The coupon below will bring you this free service. 
Fill it out and mail it today. 
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AMERICAN RADIATOR COMPANY pn | 
Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Phila- ia a ’ 
delphia, Baltimore, Washington, Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, m i me i 
Cincinnati, Atlanta, Chicago, Milwaukee, Indianapolis, St. Louis, St. Paul, a ee. / 
Minneapolis, Omaha, Kansas City, Denver, San Francisco, Los Angeles, ~ f 


attle, Toronto, London, Paris, Milan, Brussels, Berlin 








Makers of IDEAL BOILERS and, AMERICAN RADIATORS and other products 


for heating,-ventilating and refrigeration 






AMERICAN RADIATOR COMPANY 


Direct Mail Advertising Dept. 101 ae | 
1807 Elmwood Ave., Buffalo, N.Y. : 

GENTLEMEN: Please send me complete details on your 3 
new Arco Sales Building Service. 















Name 






Address 








City 
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PROVIDENCE 
FITTINGS COMPANY, 
7 Water St., Boston, Mass. 


New York Office: 
210 East 45th St. 
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| Keep a supply of = | 
_ JENARCO on hand 


| When leaks demand imme- 
diate attention, use JEN- 
ARCO, a red vulcanized 
sheet packing. It is well 
adapted for hot or cold 
water and saturated steam 
at all pressures. 


Where a number of gaskets 
of the same size and shape 
are required, order JEN- 
ARCO in ready cut gaskets, 
and save time and money. 





Jenarco Sheet Packing 


JENKINS BROS. 

80 White Strect....New York, N. Y. 

524 +A An Be Pilledeiphia Pe. 

133 No. en * elphia, Pa. 

646 Washington Bivd....Chicago, Ill. Jenkins Ready-cat Gaskets 
JENKINS BROS., LIMITED 

Montreal, Canada London, England 


< Jenkins Packing 
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A Modern Laundry 


(Coneluded from Page 34) 


ceiling and walls which causes continuous dripping. In 
the installation herein described, the plumbing and heat- 
ing contractor has provided a large ventilating duct on 
the ceiling of the first floor connecting the hood, located 
over each ironer by means of a short connection, to the 
main ventilating duct, as shown in Fig. 4. A 36-in. venti 
lating fan in the rear of the building to which the main 
duct is connected, draws all the vapor and odor out of the 


| laundry, discharging it into a chamber on the roof of tlie 


building. This chamber is provided with proper louvers 


| so that the vapor may escape readily. Any vapor thit 


may condense in this chamber during the cold weather, is 


carried off to the sewer by means of a floor drain. The 
| speed of the fan can be so regulated that it not only draws 
| the vapor and steam out of the laundry but the foul air 


as well, allowing fresh air to enter through the pivoted 
top sections of the windows. These top sections can be 


| opened any distanee required by means of a lever arrange- 


ment. This ventilating, and at the same time, vapor re- 


| moving arrangement maintains a clean and healthful at- 


mosphere in the laundry. During the summer months 
the temperature in the laundry and particularly in the 
ironing department, is kept down to a low point. Wal! 


| radiation is used throughout the building in order to save 


space and allow the floor to be washed and cleaned 
thoroughly. 
OBSERVE THE PIPING 
Y GLANCING at the piping system and the general ar- 
B rangement of the piping on the various machines, 
even the inexperienced outsider will be impressed with the 


| fact that this is a well planned job. The layout here de- 


scribed can be duplicated in laundries inadequately 
equipped, and out of date laundries can be revamped into 
modern establishments and paying institutions by a proper 


| application of plumbing and heating. All that is necessary 


will be to take the trouble to go after this business. 
Enough family washings can be procured, even in the 
smaller cities, to make such laundries into paying insti- 
tutions, if the installation is properly planned. It is neces- 
sary to make the layouts in a manner that will save steps 
and time on all operations. If the writer can help read- 


| ers of “Domestic Engineering” in any additional informa 


tion, he will be only too glad to do so. 
Our heating and plumbing contractors should press for- 
ward in order to keep step with the daily changes in the 


various lines of endeavor and the requirements placed 


upon them. Greater responsibilities are being placed upon 
them everywhere, and in order to measure up to the re- 


| quirements, they should be on the lookout for many new 


business possibilities that appear from week to week. 
The laundry business offers to our contractors, in- 
creased profits on installations as well as on steady repair 
jobs for the future. The progressive plumbing and heat- 
ing contractor will reap the benefit as we have shown in 
this article. Let us break with the old tradition, that th 
customer must come to us or call us up on the ‘phone if 


| he wishes any work done. Let us meet him half way at 
| least, if not all the way. 


We are progressing so rapidly in many lines of endeavor 
that what we know today may not hold good for tomorrow 
Only by constant reading of the trade papers can we keep 
in touch with the latest achievements in the trade and thu 
be able to keep step. Every kind of equipment, no matte: 
what this equipment may be, so long as water, steam or 
gas has to be connected to it, belongs to heating and plumb 
ing, and we must be conversant with the latest method: 
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tivity, the remarks of one economist might be interesting 
to those who wonder if we have not been riding the top 
of a wave for sometime and are now gliding downward. 
Pointing out that there is really extraordinary activity in 
the country’s production and distribution of goods and 
services, this writer answers the doubts expressed in the 
less confident views of the future by saying that it is no 
more an open question now of how long the fast pace can 
be maintained than it was last March or last August. He 
emphasizes the fact that there is still no backing-up of 
goods on jobbers or manufacturers, no speculative for- 
ward buying, no sharp price fluctuations one way or an- 
other, no labor disturbances of note and no shortage of 
credit accommodations. Some or all of these conditions, he 
states, have accompanied the culmination of all previous 
periods of business expansion. 

To return to plumbing and heating in particular, the 
price changes announced last week have been the last 


parison to $28,502,400 last July and $31,374,500 in June, 
1926, Permits issued in this city during the first seven 
months of this year have totaled $204,811,800 in com 
parison to $225,917,650 in the first seven months of 1925. 
The total for the 208 cities reported on by F. W. Dodge 
Corporation, during the first seven months of 1926, was 
$2,214,054,900 in comparison to $2,301,477,000 in the 
corresponding period of last year—a decline of 4 per cent. 

A report from the Department of Commerce states that 
June shipments of domestic pumps and water systems, 
based on reports by twenty-one manufacturers, were 
8,490 units with a net sale price of $713,774, as compared 
with 7,004 units in May with a net sale price of $578,854. 

Soil Pipe 
While one foundry has experienced slight decreases in 


sales each week for the last three weeks, others have 


found just the opposite condition, noting particularly in 
the last week or ten days an improvement in the size and 





HILE business reports from various sections 

of the country indicate that some districts are 
enjoying better business than others, the total volume 
of plumbing and heating materials moving is holding 
at good figures. Heating equipment, particularly, is 
in a period of increasing activity and finishing work 
in plumbing is accounting for large shipments of fix- 
tures. Contemplated new building is falling off a 
little, according to recent figures on building permits 
put out by F. W. Dodge Corporation, which show that 
208 cities in the country have issued in the first seven 
months of this year a total of permits about 4 per 
cent under that of the same period of last year. Re- 
ports on enameled ware shipments show, also, that 





VOLUME HOLDS AT GOOD FIGURES 


business is slightly under what it was last year. How- 
ever, business could be slightly off of last year’s 
record activity and still be called good, and that is the 
situation at present. Ordering continues mainly for 
quick requirements, wholesalers continue to keep their 
stocks as low as is consistent with current trade de- 
mands and deliveries are generally satisfactory. 

The advance in prices of washdown combinations 
and the reduction in welded range boilers announced 
here last week, constitute the last changes made in 
prices. The Chicago market reports a reduction in 
prices of riveted range boilers to a point 5 per cent 
above the new low prices on welded, which is the first 
break since May in prices of the riveted type. 
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number-of orders. In general, warehouse business is 
well sustained and the most significant improvement is 
found in several reports of car load business placed for 
quick shipment. It is pointed out, however, that this in- 
crease is more the result of greatly reduced stocks in 
hands of wholesalers than of heavier consumption needs, 
for the latter are slightly off because of the greater at- 
tention which contractors are paying to finishing work at 
this time of year. Production is well adjusted to demand, 
the larger foundries still operating on a curtailed sched- 
ule. Prices are firm and unchanged. 
Steel Pipe 

The trend of steel pipe demand is slightly downward, 
judging from several reports, although the total tonnage 
moving is still large. Mills, however, are operating at a 
high rate and find plenty to do in taking care of the rush 
demands made on them by the distributor. Little antici- 
pating of requirements is being done, wholesalers being 
content to keep their stocks at adequate working levels 
by frequent releases. Prices are firm and unchanged. 

Wrought Iron Pipe 

Wrought iron pipe representatives continue to express 
satisfaction with the way business is proceeding. Dis- 
tributors are keeping stocks at suitable working levels by 
ordering pipe as needed and the shipments into this terri- 
tory resulting from such buying total a good tonnage. 
Mill stocks are in good shape, making possible satisfactory 
delivery service. Mill prices are firm and unchanged. 

Enameled Ware 

The increase in new rush orders noted by several manu- 
facturers in the last two weeks has been sustained in the 
last seven days. Shipments are in good volume and are 
going forward in satisfactory time from adequate factory 
stocks. Buyers are not placing orders for future delivery, 
practically all commitments being marked for rush ship- 
ment. Prices continue firm and unchanged. 

July shipments of enameled ware, as reported to the 
Department of Commerce by the 21 manufacturers who 
comprise the entire industry, totaled 396,825 pieces, as 
compared with 442,128 pieces in June, and 478,936 pieces 
in July, 1925. 

Pottery 

The advance announced last week on staple bowls 
and tanks has been followed by all manufacturers who 
were at the low prices as nearly as can be learned. There 
are still one or two concerns which did not reduce their 
prices in June and who are, therefore, still 5 per cent 
above the prevailing quotations. Most wholesalers have 
reflected the new change in their sheets. Although the 
low prices which were in effect for two months were an- 
nounced to apply only to business placed for immediate 
shipment, it is understood that some makers still have 
considerable of this business on their books and, while 
the higher prices went into effect immediately without 
any reported covering, most jobbers now have good stocks 
on hand or on order. In fact, one large concern, in giv- 
ing an idea of how much business was done at the low 
prices, states that its stocks of washdown combinations 
are practically wiped out, although no customers are in- 
convenienced on this account because they have adequate 
inventories in their own warehouses now. Shipments of 
special and high grade ware are in good volume, mainly 
against orders placed earlier on specified contracts. 


Range Boilers 
As nearly as can be learned, last week’s reduction of 
another 6 per cent on welded boilers has been made by 
only the one company, although these prices constitute 
the market in that most wholesalers’ quotations have 
followed the decline. At the same time as this last re- 
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duction on welded boilers, one other company reduced its 
prices on riveted boilers, these now being 5 per cent above 
the new low prices on welded. It is difficult in the midst of 
the present upset condition of the range boiler market to 
follow exactly the actions of the individual makers, but 
the above two references to changes represent, we be- 
lieve, the lowest quotations offered. There is at last one 
other manufacturer with a sheet out meeting the prices 
on welded boilers before the last 5 per cent decline. 
Another manufacturer is understood to be quoting riveted 
boilers 2% per cent higher than this last manufacturer 
or 7% per cent higher than the new low prices on 
welded. The majority of the other makers are still at 
the May sheet, with some taking a little business and 
others practically out of the market. In the meantime, 
boilers are being bought just as needed in the majority of 
cases, the total volume moving being called fair by those 
interviewed. 
Plumbers’ Brass Goods 

With the total volume of cast brass shipments during 
the first six months of the year considerably under that 
of the first six months of 1925, business has lately been 
showing a slight increase. In tubular goods, July orders 
were in excess of June and about equal to those of last 
July and, according to reports of several local represent- 
atives, August orders are showing a noticeable increase. 
In both lines, fill-in, small-sized orders constitute the bulk 
of the business, although in the last week there have been 
several cases of orders placed for shipment during the 
next 60 and 90 days, indicating a willingness on the part 
of some jobbers to buy in larger quantities at prevailing 
prices. The market is steady and unchanged, very little 
price-cutting being reported, and deliveries can be made 
in satisfactory time in the case of both lines of brass 
goods. 

Boilers and Radiators 

With the heating season well on its way now to the 

point where activity will soon reach the year’s usual peak, 


business in boilers and radiators is very good and in- 
creasing. New orders are holding up in large volume and 
releases against orders placed earlier are now being re 


leased steadily, with the result that current shipments are 
reflecting a heavy movement into consumption. The busi- 
ness is being handled nicely, no delays of note being re- 
ported on deliveries. Prices are unchanged and steady. 


NEW YORK 


Building reports covering a survey of the New York 
territory show a slight easing off in construction contracts 
for the first weeks of August this year over the like 1925 
period. These reports, however, further point out that 
contemplated projects offset this decline in a greater 
degree both as to number and dollar value. This is a 
complete reversal of reports of last year at this time 
when the trend of the building industry showed a lessen- 
ing of new work on architects’ boards and a greater 
amount of construction under way. There are students 
of the industry who are warning contractors to exercise 
caution in entering into contracts and extending credits, 
and advising them to scrutinize carefully terms of pay- 
ment. This advice reflects some opinion that at the 
present rate a point of saturation in building is likely to 
be reached in the not too distant future. 

A survey made by a bond and mortgage company in 
southern Connecticut discloses a continued steady increase 
in home building in that section. While there are nu- 
merous multi-family buildings being erected, single family 
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NIPPLES 


Every one is made from NEW 


RANDOM!ILENGTH Pipe, and 
“pullt” to a standard &@ 8 w#& 














S. S. Fretz, Jr.. & Co. 


23rd St. and Sedgley Ave. Philadelphia, Pa. 
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Thomas Devlin Mfg. Co. 


Owned by S&S. S. Fretz, Jr., & Co. 


23rd St. and Sedgley Ave. Philadelphia, Pa. 
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The Modern Catalog File 


The most conv€nient form ever devised for handling and keeping 
up to date catalog material on plumbing and heating supplies. 


All catalog pages of the 450 manufacturers shown in this Direc- 


tory are completely revised and brought up to the minute in each 
edition. To have this catalog material bound under a single cover 
and thoroughly indexed saves an immense amount of the buyer’s 
time formerly required to look up individual catalogs or to write for 


new ones when they are out of date or missing from the files. 


Many jobbers and other quantity buyers are depending more and 
more on this Directory as a handy catalog file. 


The 84-page index in back of the book helps to locate instantly 
by trade name or name of manufacturer any of the 2000 items 
classified in the Directory Section. 


Domestic Engineering Catalog Directory helps the manufacturer 
to keep his catalog material up to date and makes it easier for his 


customers to buy his products. 


Domestic Engineering Co. 


1900 Prairie Avenue Chicago, Illinois 





——<— Ss @ 


Standard Catalog Size Bound in Fabrikoid 
734"x1054" : (imitation leather) 
Published by Price $5.00 
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dwellings constitute the major part of the activity. This 
construction represents a lower average cost per home 
than that expended last year. 

A slight general let down in business throughout the 
entire industry was noticeable during the past week, with 
the exception of the heating end, in which demand has 
not eased off to any extent. 

Manufacturers’ prices on most all items are well main- 
tained, range boilers, bowls and tanks excepted, and this 
may also be said of the resale prices of wholesalers in a 
lesser degree. 

Soil Pipe 

Wholesalers generally have very light stocks of soil 
pipe and fittings. Most all orders reaching the foundries 
are for immediate shipment. While stocks at foundries 
are far from heavy, the lull in demand during the past 
week has made possible more satisfactory delivery service. 
Both manufacturers’ and wholesalers’ prices continue 
firm. 

Steel Pipe 

Wholesalers’ stocks of this commodity are generally 
light and, as a consequence, a request for rush shipment 
accompanies most orders received at the mills. Demand 
fell off slightly during the week. Usually most makers 
can forward ordinary requirements with an uncomplain- 
able amount of delay. Prices generally are firm and un- 
changed. 

Wrought Iron Pipe 

Prices are unchanged and quite firm. Ordering by 
wholesalers continues unabated in comparatively small 
quantities for immediate delivery. Jobbers’ stocks are 
reported to be much lighter than is consistent with the 
steady demand made upon them by plumbing and heating 
contractors. Deliveries are fairly satisfactory. 

Enameled Ware 

Demand for this commodity, which has been regularly 
heavy, suffered a slight let down during the past week. 
Most ordering by wholesalers, who are maintaining fairly 
light stocks, is the result of commitments placed with 
them by plumbing contractors. Some of the ordering 
naturally is for stock replacement but generally much de- 
pendence is placed on manufacturers’ warehouse stocks. 
Prices continue unchanged. Deliveries are prompt on 
practically all types of ware. 

Pottery 

The advance in prices of six gallon tanks and wash- 
down bowls, which came on the 13th, has perceptibly in- 
tensified buying interest, but has not been in effect long 
enough to be the basis of any kind of a buying movement. 
It is reported that many wholesalers and contractors were 
caught below their immediate requirements when the 
advance was announced and were unsuccessful in their 
efforts to get coverage. Thus far prices are reported firm. 
Deliveries are being well maintained. 

Plumbers’ Brass Goods 

There is little or no change in the market conditions 
of brass goods this week. Wholesalers generally are buy- 
ing both tubular and cast goods to maintain their stocks 
at a minimum working level. As a consequence, a fair 
volume of small orders is reaching makers. Prices are 
fairly firm on both commodities. Deliveries are such that 
little or no cause is found for complaint. 

Range Boilers 

The recent 5 per cent reduction on welded range boilers 
by one large company has been the last development in 
the unsettled market on this commodity. A number of 
manufacturers have practically withdrawn from the mar- 
ket temporarily, simply taking care of whatever business 
comes to them. Wholesalers are going along on light 
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stocks. Manufacturers’ stocks are ample to insure quick 
deliveries. 
Boilers and Radiators 

Business is well sustained. Orders reaching manufac- 
turers for both future and immediate delivery total a 
good volume. Wholesalers in many instances are build- 
ing their stocks. Manufacturers’ warehouse stocks are 
well maintained and afford prompt delivery service. Prices 
are firm and unchanged. 


NEW ENGLAND 


Although at this season business is usually dull, due to 
the vacation period, jobbing plumbing and heating con- 
tractors are enjoying a good business, while those who 
do only new work are still busy on old contracts and have 
recently signed contracts for an appreciable amount of 
new construction. Building permits have fallen off in 
Massachusetts this year, but there has been a material 
increase in those issued in the other New England states, 
and the general increase in construction has furnished 
work for local as well as Massachusetts contractors. Ar- 
chitects are still working on plans for construction to be 
completed this year and, although there will be a falling 
off in activity in some sections, indications point to an 
increase in business over 1925, taking the entire terri- 
tory into consideration. 


Prices are holding at firm levels as a whole, although 
the pottery and galvanized range boiler markets are un 
settled and still show a variance in prices quoted. Job- 


bers, while still confining purchases to near-by needs 
are releasing in larger lots in order to keep abreast of 
increased demand. Manufacturers are working at full 
or nearly full capacity in the several commodities and in 
many instances are steadily shipping on old orders as 
well as entering new ones. 
Soil Pipe 

Good activity in this commodity is reported and job- 
bers’ stocks are being constantly replenished by foundry 
shipments. Because of the sudden heavy demand, foun 
dries that have been working on curtailed production 
have slowed up in shipping and, while there have as yet 
been no shortages, jobbers’ stocks have at times been too 
low for comfort. Orders from jobbers are heavier than 
for some months in order that their stocks on hand may 
exceed the demands of their trade. There has been no 
price change and sales to jobbers follow closely the pub 
lished price sheets. 

Steel Pipe 

Prices are still firm at old levels. The demand on the 
jobber and in turn on the mills is heavy and constant 
The active heating work absorbs a large tonnage, all of 
which appears to be moving rapidly and steadily through 
regular channels. Jobbers are carrying larger and well 
assorted stocks and mills are shipping steadily on both 
new and old orders. 

Wrought Iron Pipe 

There is a fair but not heavy demand for wrought iron 
pipe with jobbers’ stocks being held at ample volume 
and assortment to care promptly for all business entered 
Mills are shipping promptly and no shortages or delays 
are reported. No change in prices is announced 

Enameled Ware 

Jobbers find a steadily active demand for staples and 
a good volume of business on specials Manufacturer 
are shipping heavy tonnage and in time for jobbers’ 
needs. While there is not much forward buying, the 
actual needs of jobbers are keeping manufacturers work 
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ing at full capacity to keep the warehouse stocks abreast 
of demand. Shipments are coming through nicely and 
business is being done at steady and firm prices, no 
change having been announced. 
Pottery 

A fair to good demand prevails at present. It is 
reported that there has been heavier buying recently due 
to the reduced prices of some of the potteries, and the 
advance announced in last week’s report has not been 
in effect long enough to affect demand radically. Vari- 
ous reports would indicate that the market is still un- 
settled, with some potteries selling a good share of their 
output to selected customers at confidential prices. There 
appears to be a good stock at potteries and orders are 
being shipped promptly. 

Plumbers’ Brass Goods 

Prices are firm and unchanged, with jobbers carrying 
ample but not heavy stocks. A good demand by the 
plumbing and heating contractors is moving in the aggre- 
gate a large volume although individual purchases are 
not heavy. Manufacturers report a good business on 


hand with new orders being steadily entered. 
are coming through in time for all needs. 


Shipments 


Range Boilers 

Jobbers are still holding back on buying and are de- 
pending on manufacturers to carry the stocks. The mar- 
ket is still weak, following the further reduction an- 
nounced in these columns last week. There appears to 
be no difficulty in getting quick delivery from manufac- 
turers, indicating that their stocks at sources are ample. 

Boilers and Radiators 

Prices are steady at recent sheet schedule. Business 
is good for both prompt and future delivery and both 
jobber and manufacturer report steady activity. It is 
stated that 1926 business will exceed that of 1925 and 
that profits will be better as well. 


PACIFIC COAST 


Basic conditions on the Coast are sound. The lumber 
industry is busy and real estate is selling well. Condi- 
tions surrounding the various jobbing points vary, and 
while business is better in some localities than in others 
it is far from unsatisfactory at any point. Jobbers gen- 
erally are keeping stocks at a minimum working point 
and this method seems to be the prevailing policy of do- 
ing business. 

Prices to the trade are firm and most jobbers are closely 
following replacement costs in their quotations. In line 
with this, prices on cast iron screwed and flanged fittings 
were advanced about 5 per cent during the week. 

Soil Pipe 

The demand for this commodity continues in fairly good 
tonnage. Most distributors have well assorted stocks 
and prompt shipment can be obtained on foundry orders. 
Prices to the trade remain unchanged. 

Steel Pipe 

There continues a well sustained demand for steel pipe, 
with no indication of any change in the near future. 
Stocks in distributors’ hands are well balanced and there 
is also a fair amount of tonnage enroute to jobbers’ stocks 
from mills. Prices to the trade remain unchanged. 

cnameled Ware 

Enameled ware still moves in small lots for immediate 
requirements but, considering the various sources of sup- 
ply, the gross turnover at present is considerable. Stocks 
in jobbers’ hands are well assorted and prompt deliveries 
can be obtained on practically all designs of ware. 
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Pottery 

This commodity continues to move fairly well and, if 
anything, an increased demand is noted. Distributors 
generally have well balanced stocks and prompt deliveries 
can be obtained from potteries. Following factory ad- 
vances on staple bowls and tanks, prices to the trade were 
advanced about 5 per cent during the week in most 
Coast jobbing centers. 

Plambers’ Brass Goods 


Demand for plumbers’ brass goods could be called 
good. Jobbers and Coast factories have well assorted 
stocks and prompt deliveries can be obtained from all 
sources. Prices, while varying in the different jobbing 
centers, remain unchanged and are, as a whole, holding 
firm. 

Range Boilers 

A moderate demand for this commodity continues and 
very little change is anticipated. Recent price declines 
have not stimulated sales to any extent and the trade is 
apparently waiting for a firm market to be established 
before purchasing any large amounts for stock. 
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The Stock Market 


Quotations furnished by Frazier Jelke & Co., Chicago 








Par 1926 
Value High Low Quotations of August 23 © Bid Asked Last 
25 122% 101% American Radiator Co.,com.................A I17% 118% 118 
100 129 127. American Radiator Co., pfd........... . A 126 ices’ 
50 51% 4134 Anaconda Copper Mining Co................A 50 50% 8650 
NP 32 24% Brunswick-Balke-Collender Co............... A 30% 30% 30% 
NP 368% 27 A.M. Byers Co.,com...............05. A&F 35% 37 35% 
100 102% 98 A.M. Byers Co., pfd... BOE: weace 10234 
100 115 104 Century Electric Co.,com..........-6....0005 G 110 114 110% 
100 110 105 Century Electric Co., pfd......... G 104 110 107 
50 44% 36 Chicago Nipple Mfg. Co.,"A"...............B 44 4% «44% 
50 30 #26 Chicago Nipple Mfg. Co.,"B”............... B 204% 30% 30 
25 60 GE Cte COMPRIIOOO, 5 occ ctdececcescesees C 55% 57 56 
100 117% 113% Crane Company, pfd..............00ssceeee- C 116% 118% 117 
100 8&2 73 Detroit Brass & Malleable Works....... D 7 77 75 
}20 33 2634 Eagle-Pitcher Lead Co.......... i 1 28% 20% 20% 
NP 57 50% Fairbanks, Morse & Co.,com........... A 50% 51 50% 
100 115 103% Fairbanks, Morse & Co., pfd A 108 111 100% 
NP 161 SED IR bac neue sesovevosnshnnvd B 150% 153 151 
100 «80 72 Jones & Laughlin, com............--...-.... F 65 75 72 
100 120 114 Jones & Laughlin, pfd...........--0-.seceees F 118 120 118 
10 17 14 Michigan Copper & Brass Co..... D 4% «16 15 
100 174% 140 National Lead Co.,com....... A 159 = 161% —s:159 
100 130 115 National Lead Co., pfd.... pdesvea A 117% 119 1184 
100 103 99 Ohio Brass Co., pfd................ veces eH 100% 10844 102% 
a ee ee Rg TT ee ES ~ Wawa 76 
100 110 100 Penberthy Injector Co., pfd................. D 101 104 104 
25 26 22 ~—~Pierce, B. & P. Mfg. Corp.,com............. U 24% «26 254% 
100 102% 98 Pierce, B. & P. Mfg. Corp., pfd.............. J 99 102 101 
NP 23 15 Richmond Radiator Co., com..... wee B 17% 18% 18 
NP 41% 36 Richmond Radiator Co., pfd.................B 40% 42 41% 
100 240 224 Scovill Mfg.Co.............. , .esee--U 223 220 225% 
25 118 9934 Standard San. Mfg. Co.,com................F 99% 103 9914 
100 116% 115 Standard San. Mfg. Co., pfd........ cohanerd a a 116% 
100 52 45 Trenton Potteries Co.,com.........-....-+.+ U 45 Basd 4634 
100 111}, 98 Trenton Potteries Co., pfd.............0.0005 U 10 «6112 «11% 
100 248% 15814 U. 8. Cast Iron P. & F.Co.,com.............A 2224 227 224 
100 109 100% U.S. Cast Iron P. & F. Co., pfd.............A 106 107% 106 
NP 424% 38 U.S. Radiator Corp.,com................... D 37% 38% 38% 
100 102 100 U.S. Radiator Corp., pfd................005 D 99 101 100 
100 8854 501% U.S. Rubber Co.,com...................... A 59% 60 5934 
100 109 10134 U.S. Rubber Co., pfd.........0..-0..00sees A 106% 108 107 
100 15954 117 U.8. Steel Corp.,com..........0.0.ceseeeee A 152% .153 152% 
100 130% 124% U.8. Steel Corp., pfd..............0eeeeeees A 128 120 128% 
NP 23% 16 Walworth Company...................000:5 A 15% 16% 16 
NP 234% 16 Williams Oil-O-Matic Htg.Corp.............C 184% 19 1814 
to ee Ee eer, a oe ~ 7 
NP 95 70 Youngstown Sheet & Tube Co............... A 91% 91% 91% 
*Where listed— 


A—New York Stock Exchange 
B—New York Curb Exchange 
C—Chicago Stock Exchange 
D—Detroit Stock Exchange 
E—Boston Stock Exchange 


F—Pittsburgh Stock Exchange 
G—St. Louis Stock Exchange 
H—Cleveland Stock Exchange 
I—Cincinnati Stock Exchange 
U—Unlisted Stocks 
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A book about 
MAKING 
MONEY 


Here’s 


something /¥ 


» Te 


you'llwant fe 


| 


* 


The Humphrey Company has 
thousands of friends among mer- 
chant plumbers in all parts of the 


country. 


The more money they make, the 
more we make; the better dealers 
they are, the more successful we 
are. So, in a sense, they’re not 
only our good friends but our busi- 
ness partners. 


We have written a book that 
tells how the most successful 





plumbers we know have managed 
to get that way. We have watched 
them grow; we have helped some 
of them grow. 


We tell you all about it in this 


book which we call the ‘‘Plum- 
bers Sales Manual’’. It is full of 


sound sense and practical selling 
ideas that are actually working 
out for others. 


Fill out the coupon—mail it today 
—get this valuable book FREE 











Gentlemen: 


HUMPHREY Company 


KALAMAZOO, MICHIGAN 


Send along a copy of the Plumber Sales Manual quickly: 

















Mention Domestic ENGINEERING when writing advertisers. 
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THIS WEEK 











AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








MERGE 


Ohio, 
recently 


UNITED AND OBERNDORF COMPANIES 

The United Cleveland, 
Oberndorft Mfg ran 
merged and will be known as the United-Oberndorf Corp., 
2844-3862 Ohio. The 
poration will be operated as two separate divisions. 
the 


continue 


the 


been 


Mfg and 


Pittsburgh, 


Ce. 


Brass 
Co., have 
cor- 

Both 

Brass division and the Oberndorf division will 

3oth 


Hamilton avenue, Cleveland, 


United 


to their respective customers. divi- 


be 


serve 


sions will operated from Cleveland. 


NEW OFFICIAL CATALOG OF BRASS MANUFAC- 
TURERS TO COME OUT FIRST OF YEAR 
The National Association of Brass Manufacturers, from 


its executive offices in the City Hall Square building, 
Chicago, announces that its new official catalog—larger 
and more handsome than any previously issued—will be 


is 
of staple 


1927. 


water 


ready for distribution on January In addition 


to a 


all listed under the new, approved nomenclature and ac- 


complete presentation brass goods, 
companied by standard roughing-in measurements, a full 
of 
tures will be shown. 


line shower, bath, lavatory, kitchen and hospital fix- 


One of the particularly new features will be found in 
the revision of list prices. Lists will be by the piece 
instead of by the dozen, as formerly, and will be ma- 


terially reduced so as to take the more easily figured dis- 


counts of about 50 and 25 per cent, instead of the old 
run of 75 to 80 and 10 per cent. 
This new catalog has been preceded by three others, 


one in 1909, one in 1915 and one in 1920. 





BLACK & DECKER TO OPEN NEW WAREHOUSE 

M. A. Johnson, Black & 
Decker Mfg. Co., announces that the new 
warehouse Oakland, Calif., will 
The building is 
East Tenth 
which are 


Pacific Coast manager for the 
Towson, Md., 
of the firm 
be formally opened the first of September. 
the of Sixth 


surrounded by large 


and office in 


located on and 


and 


corner avenue 


is grounds 


street 


being planted with flowers, shrubs and a lawn. 


GORTON & LIDGERWOOD CO. APPOINTS 
NEW REPRESENTATIVE 

The Gorton & Lidgerwood Company, 96 Liberty 

New York City, appointed the Adolf Fress 

726 South Hope street, Los Angeles, Calif., as its sales 

in the Frank E. 

1061 Howard street, continue 


street, 
nas Corp., 


agent Southern California territory. 
Witte, San 


to handle the Northern California territory. 


Francisco, will 





OPENS HEATING DEPARTMENT 
Ford & 1428 Callowhill Philadel- 
phia, has opened a heating department, where the com- 
pany will carry heating boilers, 


Kendig Co., street, 


radiators and specialties. 
The department will be under the management of J. D. 
Marine, formerly manager of the heating department of 
Fleck Bros. Marine-Galligan Co. 


Co., and the 
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NEW PLANTS AND ADDITIONS 


The Bennett Brass Co., Greenville, Mich., has awarded 
the contract for the construction of a one-story addition 


to its foundry. 

Wm. B 
placed a contract with the MecClintic-Marshall Construc 
Co., for fireproof buildings to cover 35,400 
ground The calls for completion 


Scaife & Sons Co., Oakmont, Pa., has recently 
tion square 
feet 
within 90 days. 


of area. contract 


NOW IN NEW LOCATIONS 


The Excelsior Leather Washer Mfg. Co., Inc., formerly 


of 323-329 Cedar street, Rockford, IIl., has moved into 
its new factory building at 720-730 Chestnut street. 
Because of the need of more space for stock and for 





At the annual convention of the National Pipe and Supplies’ 
Association, held recently at White Sulphur Springs, W. Va.— 
Top picture, left to right: W. F. Woodruff, of Kellogg- 
Mackay Co., Chicago; H. B. Hallett, of Pittsburgh Valwe & 
Fittings Co., Barberton, Ohio, and J. D. MeGuire, of Kellogg- 
Mackay Co., Chicago.—Second picture: G. E. Todd, of Eagle- 
Picher Lead Co.; R. C. Mend, of Henion & Hubbell, and V. H. 
Exgeert, of Waterbury Manufacturing Co—Third picture: H. 
S. Carland, of Rending Iron Co., Reading, Pa.; E, P. Corey, of 
Youngstown Sheet & Tube Co., Youngstown, Ohio, and Wil- 
liam B. Blower, of Youngstown Sheet & Tube Co.—Bottom 
picture: N.C. Reed, of Wheeling Steel Corporation, Wheeling, 
W. Va.; J. Walter Mills, of Rhode Island Supply & Sprinkler 
Co. Providence, R. L, and Boyd C. Watson, of Spang, Chalfant 
& Co. Inc., Pittsburgh 
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new manufacturing facilities, the Western Nipple Mfg. 
Co., of San Francisco, Calif., has removed to a new build- 
ing at 875 Folsom street, that city. 


The Bridgeport Brass Co. recently removed its New 
York City office from the Pershing Square building to 
suite 407, Farmers’ Loan and Trust Company building, 
475 Fifth avenue, that city. 





DETROIT RANGE BOILER & STEEL BARREL CO. 
ANNOUNCES PERSONNEL CHANGES 

Detroit Range Boiler & Steel Barrel Co., 2475 24th 
street, Detroit, Mich., announces that Thomas M. Stinson, 
former manager of its Chicago district, with offices in 
the Straus building, Chicago, has been appointed sales 
manager of the central, west and southwestern territories. 
Mr. Stinson’s headquarters hereafter will be at the gen- 
eral offices in Detroit. 

This change has resulted in the closing of the Chicago 
office in the Straus building. Leslie Hewitt and R. L. 
Parker, who have been representing Detroit Range Boiler 
¢ Steel Barrel Co. out of Chicago, under Mr. Stinson, will 
continue, however, as local representatives in the same 
territory. 





N. O. NELSON TO OPEN BRANCH IN JACKSON, MISS. 

The N. O. Nelson Mfg. Co., St. Louis, Mo., will establish 
a branch warehouse and office in Jackson, Miss., to serve 
the southern Mississippi territory, it was recently an- 
nounced by George B. Jones, general manager of the 
Memphis, Tenn., branch of the company. The Jackson 
branch will be a branch of the Memphis warehouse. The 
N. O. Nelson company’s branch will be the first estab- 
lished unit of any of the big plumbing supply concerns 
in the state. The company will build its own building. 
A. L. Wilding of the Memphis branch will be transferred 
to Jackson to manage the warehouse and office there. 





EASTERN TRADE GOLFERS MEET AT 
SHACKAMAXON 


It was water overhead, water under foot and water 
to shoot over when the Eastern Trade Golf Association 
members met at the Shackamaxon Links near Westfield, 
N. J., Tuesday, the 17th, for their August tournament. 
The water overhead started in the afternoon and joined 
the water underfoot that remained from a rain the day 
before. In the morning, however, there were a few hours 
of comparatively clear weather that gave the golfers a 
chance to try conclusions with the numerous water holes 
that dot the course. 

But before the afternoon medal round was finished, the 
rain descended, clubs grew slippery and feet soggy, and 
scores began to mount alarmingly. 

That famous island green at the ninth hole was the 
bogey man which prevented many of the club swingers 
from cracking one hundred. Not far behind was the 
water hole at the seventeenth, which looked so easy, but 
which nevertheless proved a graveyard for many a “cluck”’ 
ball which mental hazards prompted the golfers to play. 

During the morning round in the best ball handicap, 
W. H. Driscoll and B. K. Strader, Class B. players, con- 
verted their 101 gross to a 72% net and led their half of 
the field, winning a dozen balls with which to win an- 
other meet. In the upper half of the bracket, J. B. Gar- 
field and George M. Scott were turning in the remark- 
ably good gross of 78 for victory. Garfield selected balls 
given by the association and Scott a club, also the gift 
of the association. 

There were ties galore in the afternoon, but after nu- 
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merous tosses among the Class B players A. Engle took 
the first selection, a casserole given by E. F. Glore & 
Co., Inc., with a net of 75. C. G. Wall led the Class 
A divot diggers with a net 72, an iced tea set given by 
the Heggie Simplex Boiler Co. being his reward Sec- 
ond place in Class B went to Mr. Shepherd, who selected 
a golf bag given by the association, and H. N. Booth’s 76 
won for him a golf bag, the gift of J. K. Law of the Earl 
Judd Corp. Mr. Law's generosity was rewarded, his third 
place giving him a clock donated by the association. In 
Class B, Thomas O'Donnell won third place with a net 
87 and took a beverage shaker from the U. S. Radiator 
Corp. Mr. Peck was next in line, selecting a compote 
dish. Ray Bookhout brought up the rear of the proces- 
sion of Class A winners and won a leather jacket 
The scores 


Morning Round (Hest ball handicap) 


Class A Gross Hidep. Net 
Garfield and Scott - 78 S 70 
Walsh and Engle 98 l 73 
Wood and Paul Cooney 100 18 R2 
Carrier and Sweeney I ; 74 
Cochran and Kellogg ; 4 15 42 
Bookhout and Armagnac % 16 81 
Class B Gro Hidep, Net 
Cordner and Hamill , 101 } 78 
O'Donnell and Shepherd 106 2814 77% 
Soule and Pryor 102 7% T4%, 


Driscoll and Strader 101 
Afternoon Round (Medal Pinay) 


Class A Class B 
REECE. scciscae 0 80 Pryor 121 30 91 
Law .. 89 10 79 Souls 114 > 6 ORD 
BOOCtt ccs ooee 106 =«6160=«90 Iengle 100 ¢ 7 
WEEMGO. ceecr ..101 16 «8&5 Hamill 
Booth .. none 94 18 76 Cordner 117 27 90 
Cooney . ‘ Ss 18 Rf) Strader 104 25 i9 
eer reese 103 18 85 Driscoll 116 33 84 
Pe die seven.es 94 12 82 Peck - 103 24 89 
Rookhout was oe 6 CU Murphy .-123 28 95 
Cochran . »--100 12 88 Kellogg cccokae ae FI 
Carmer ... pocmen AB -3O Sweeney 128 mm 69 
Wall cekwedases 90 18 72 O'Donnell 114 27 8 
eee ee 81 +4 85 Shepherd ae 105 30 675 
Osborn . nan 108 19 8&9 
Dawson .... +128 20 108 


OPENS OFFICE IN KANSAS CITY 
O. R. Lane, who until recently assisted F. W. Deppe at 
St. Louis in handling affairs of the Reading Iron Co., 
Reading, Pa., manufacturer of wrought iron pipe, has 
opened an office for the company in Kansas City, Mo., at 
721 Pioneer Trust building. 
MOVES OFFICES 
The William W. Thompson Iron & Steel Co., Philadel- 
phia, Pa., manufacturer of boilers, tamks and stacks, an 
nounces the removal of its main office to 1900 Callowhill 
street. The company was formerly located at 1825 Cal- 
lowhill street. 
OPENS BOOTH AT EXPOSITION 
Stanley G. Flagg & Co., Inc., Philadelphia, Pa., have 
opened an exhibit at the Sesqui-Centennial Exposition now 
being held in that city. The exhibit is at Booth 6, Group 
E, Building Five. 
USES AIR MAIL TO SAVE TIME 
Advantages of using air mail facilities are pointed out 
in a recent letter from L. F. Nordine, vice president of 
the Herman Nelson Corp., Moline, Ill., to the company 
serving his city. Mr. Nordine tells of definite instances 
when the air mail has rendered his company invaluable 
service by shortening the time required to get messages 
to its representatives and customers 
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C-227 **Concord" Lavatory 


Why 


Plumbers 


Buy 


“‘Columbia’”’ Porcelain Enameled Fix- 
tures. They meet the most exacting re- 
quirements of your trade in a way that 
will leave no room for criticism. Every 
piece is patterned after thoroughly 
practical designs and carefully finished 
to harmonize with the most perfect 
appointments. 


A large number of leading contractors 
have found that they can please their 
customers with the minimum of trou- 
ble and net a nice margin of profit by 
standardizing on ‘‘Columbia’’ Porce- 
lain Enameled Fixtures wherever pos- 


sible. 


Write for latest catalog. 


See our Display at the 
HOME BUILDERS’ EXHIBIT 


441 Lexington Ave., New York City 






/AANUFACTURING C2. 
Louisvitte, Ky. 
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Cc. 8. D. L. CHAIRMEN APPOINT COMMITTEES 


Chairmen of the various committees of the California 
Sanitation Development League of San Francisco, at a 
meeting held in the League's offices recently, announced 
their selections of co-workers. Each committee is com- 
posed of only three members, one of whom is a master 
plumber, one a manufacturer and one a wholesaler. 

On the plumbing relations committee, of which William 
J. Forster is chairman, are E. T. Auth of the Walworth- 
Co., and M. Greenberg of M. Greenberg’s Sons 
J. R. Whalen, chairman of the public comfort stations 
committee, chose E. Heymans, manufacturers’ agent, and 


| J. J. McLeod, master plumber, as fellow members of his 


| committee. 


tee. 


G. Y. Morton named Thomas F. Leary of 
the Mueller Co., and Jack Winzeler of the Federal Pipe 
& Supply Co., to act with him on the membership com- 
mittee. On the press and speakers committee are chair- 
man F. A. White, Jackson Noble of the Richmond Sani 
tary Co., and Volney Howard. A. J. Barberi of the Stan- 


dard Sanitary Mfg. Co., and W. R. Carver, master plumber 


| were selected to work with Burr Eastwood, Sr., of Hol 


brook, Merrill & Stetson, on the sales promotion commit- 
On the finance committee with chairman Frank 
Baker of the George H. Tay Co., are Herman Lawson, 


master plumber, and W. P. Horn, manufacturers’ agent 


Several chairmen were not able to be present at the 
meeting, and will make their appointments later. All 


| appointments will be made by September 1, and commit- 


tees will be functioning by that time. President Joseph 
Ahlbach presided at the meeting, and in his preliminary 


| talk made it clear to the committee chairmen that the 


| would be responsible for proper installations. 


board of directors will render every 
ing the committee work successful, 
ber of a committee who shirks his 
marily dropped from the committee. 

In outlining the work of the various committees the 
president announced that the heating and ventilating and 
plumbing relations committee would have charge of in- 
spections of work pertaining to those committees, and 


The sales 


possible aid in mak- 
and that any mem- 
duties will be sum- 


promotion committee will have charge of the salesman- 
| ship classes which will be formed early in 1927, and will 


have charge of special sales campaigns. The press and 


speakers committee will have charge of all publicity per- 
| taining to league activities, including newspaper reports 


| phia, Pa. 


and the scheduling of speakers for the various service 
clubs. 


Personal Mention 


FF. Curtin, Sr., of the Curtin Valve Co. and 
Andrew F. Curtin & Sons, heating and plumbing con- 
tractors, Medford, Mass., sailed recently for a six weeks’ 
tour of Europe, accompanied by Mrs. Curtin. 

P. E. Metcalf and W. R. Gilger have joined the city 
sales force of the Great Western Supply Co., of San 
Francisco, Calif. 

W. R. Bethel, manager of the heating department of 
the Great Western Supply Co., San Francisco, has returned 
from an extended trip through the southern part 
California. 

J. V. Cavileer has joined the York Heating & Ventila- 
ting Corp. as a member of the executive staff in the main 
offices of the company, at 1502 Locust street, Philadel 
For the past 10 years Mr. Cavileer has been 
a sales engineer and office manager in the Philadelphia 
office of the Buffalo Forge Co., where his experience in 


Andrew 


of 


dealing with problems of ventilation, heating and mechan 
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The Bull-Dog Trade Mark on Seats 


is the Same as Sterling on Silver 
CA few of our Spray Finish White Seats 





nn lAl EAP. ax 


PIONEER SEAT MANUFACTURERS OF AMERICA 


Grand Haven Michigan . Trenton, CNew —— 





C, Ye jobber who is not handling the Bull-Dog’ Line should be just to himself and investigate 5 
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| ical movement of air has been quite extensive. He is 
treasurer of the Philadelphia chapter of the American 
Society of Heating and Ventilating Engineers. 
Ans Dalziel of the Dalziel-Moller Co., San Francisco, 
Calif., has returned from a vacation of several weeks 
He played every golf course between San Francisco and 


* 
omer Vil e Vancouver, B. C., it is asserted and announces himself 


as being in condition to win permanent possession of the 


(S I W.) California Sanitation Development League trophies at 
° . . 


the next three tournaments. 


H. B. Russell has joined the sales force of the Speak- 
man Company, Wilmington, Del. Mr. Russell will be 
located in the New York City office of the company, Room 
513, 101 Park avenue, where he will work under the 
direction of Joseph P. Wood, New York manager, 


« * 
Soil Pi e and A. W. Baker has recently been added to the sales force 
of the Wisconsin Sanitary Mfg. Co., 140 Oneida street, 
Milwaukee, Wis. He will call on local architects and 


Pitti general contractors in that city. 
1 ings H. L. Welch, treasurer of the Milford Iron Foundry, 


Milford, Mass., visited his concern’s New York office in the 
Grand Central Terminal building last week. 


Harry Scharff has recently joined the forces of J. Scharff, 
manufacturers’ agents at 154 Nassau street, New York 


| City. 
H. T. Roder has just been appointed advertising man- 
Cost no more than the ager of the Vaile-Kimes Co., of Dayton, Ohio. 














* s 
ordinary kind GOLF ASSOCIATIONS WILL MEET 
' 4 bee ‘ a¥e 4B4 4 4g 
On invitation of V. B. Lyman, of the firm of Bley & 
Lyman, architects, the Western New York Trade Golf 
Association held its fourth monthly meet at the Niagara 
Falls Country Club, Tuesday, August 24. 


The Central Trades Golf Association will hold its 
August meet at the Pittsburgh Field Club, Pittsburgh, 
Pa., on August 31 as guest of Robert Ottke of the Stan- 


The i dard Sanitary Manufacturing Co. 


The Metal Market 


es 
| Average Average Averag: 
Aug. 23 July, 1926 May,1926 1925 


PIG [TRON- 


No. 2 foundry, Chicago, 
eo eo Pe are $21.00 $21.00 $21.65 $22.00 
PLATES AND SHEETS-—- 


Steel boiler plates, 

















Pittsburgh, per ib... 1.90c 1.90¢ 1.90¢ 1.95¢ 
Blue annealed sheets, 
| Pittsburgh, per Ib.... 2.30c 2.30c 2.45¢ 2.45c 
Black sheets, Pitts- 
© | beret, BOP Ws. ss cans 3.10¢ 3.10¢ 3.20c 3.30¢ 
U T x Galvanized _ sheets, 
n¢ Jerwri e€rs Pittsburgh, per Ib... 4.25¢c 4.30c 4.55¢ 4.45c 


TIN— 


ey GE evn cckaevenee 65i4e 


4 COPPER— 
finery 14.55¢ 


Electro, delivered ......14.30c 


Gy ) meet 
ane Ke jops i? naa ls 


Dealers’ Buying Prices 


Per Ib. Per lb 
MADE BY ‘ 


Aluminum clippings...16 ec Copper, light ..... ...10%ec 


N E PT U N E M e T E R co. Block tin LR ben bulewane ae Copper, uncrucibled " 
50 EAST42 ND. ST. NEW YORK N.Y. Brees, Tt .cccccccce 6%4c WE thew ge bie CUA s wae 10 %c 





Brass, heavy mixed.... 7c Faucets and valves.... 7%c 
PE OE a bkws sed vane 8%c i OED. bss nawe tae 8 c 
| Copper, crucible ...... ll ec Solder joints ......... 7.90c 


j 
| NOTE: Prices are those quoted on Monday of this week. 
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THE SATURDAY EVENING POST 





Do noisy faucets 


arouse yeu in the night? © 
me --look to the VITAL SPOT s 





MUELLER FAUCETS 














| The millions that know Mueller are 

| ~~ the reading millions—the buying mil- 
lions — people who discriminate in 
their selection of such things as the 
brass goods for plumbing Vital Spots 
i —people who influence the choice 
| of others. 

Right in your community such 
people are reading Mueller adver- 
tisements. They are being reached 
every two weeks by Mueller ads in 
national weekly magazines. Daily 
they are turning to Mueller for de- 
pendable plumbing fittings. They 
are turning with added confidence to 
merchant plumbers who carry Muel- 
ler stocks. 

The Mueller franchise every day 
is meaning more and more to plumbers 
who want this desirable trade. They 
are capitalizing on the advertising 
investment which Mueller is making 
| for them in their immediate locality. 


Note the Mueller Vital Spot dates 























presi hele | at the left—dates on which Mueller 
| | national ads appear in The Saturday 
ae nie } | Evening Post and Liberty Magazine, 
- —— reaching 3,800,000 readers each 
~ month. Make these dates count for 
Mueller \ you! Vie in with this business-build- 
any \ ing campaign. Write today for par- 

sales-building ads \ ticulars. 

appear on these dates \ 


during the next three months: 


F 

THE SATURDAY EVENING POST 
August 14 

i September 11 

+ October 9 







LIBERTY MAGAZINE 


August 28 4 
September 25 vA 
October 23 


, 





Look for the advertisement at the left in the 
August 14th issue of The Satyrday Evening 
Post and the August 28th issue of Liberty. 


MUELLER CO. 


(Established 1857) 
Factories: Decatur, Illinois; Port Huron, Michigan 


Canadian Factory: Branches 
MUELLER, Ltd., Sarnia New York, San Francisco, Los Angeles 


MUELLER 


dependable plumbing brass goods 


= <abheaindaanasceshke ne | 
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The 
“NIP-L” Boiler Stand 


(Adjustable in height) 
gives You | 


ExACTLy WuHaAT You WANT! 


WE SUPPLY: (na 


RING— Regular Lockwood Type, 12’, 
14” and 16’ sizes. 




















YOKE and BASE - Tapped mee A 
Thread. 


YOU SUPPLY: 





NIPPLE—1" Pipe—8’4" less than | 
height desired. | 




















i A nipple, 1334” long, 
Plain Black :: Galvanized asi ead 32° hak 


Aluminum Painted 
FOUNDRY & MANUFACTURING CO 


RICHMOND, VIRGINIA 

















le, makes 
P Pigh, 





A close n 
stand 914 
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s 
New Equipment 
A Tool for Notching Joists 
Everyone in the plumbing or heating business has seen 
joists notched in a manner that was not very workmanlike. 
Plumbing and heating installations leave a better im- 
pression if the work, even notches in joists to permit 
the passage of pipes, is notched accurately and neatly. 
Thinking along this line, a manufacturer has brought out 





| 
| 





| 
| 


what he calls a ‘‘joist notcher,’’ shown in the illustration. 
It is claimed that this device saves time and labor and 
does a neater job by making both cuts in the joist with 
the same operation. Both saws cut to the same depth and 
the cuts are parallel with each other. Blades are inter- 
changeable. The device is made of steel and aluminum 
and weighs two pounds. 


Cleans Water Service Pipes 
The apparatus shown in the accompanying cut is a 
machine which cleans clogged water service pipes. It 
does away with the more common methods of digging up 
lawns and streets and disconnecting the house service 
pipe from the main, or of passing a wire cable through the 
pipe lines to free the matter clogging them. It is con- 


























A 


nected with the clogged service line at the meter or any 
other suitable point, by removing any faucet or cock in 
the system. The motor is connected to an ordinary light 
socket and the machine is set in motion. By an agitating 
process it is said to clean out all clogging sediment, even 
pieces % in. to 1 in. in size. The machine shown cleans 


services up to 2 in. Larger sizes are manufactured. It is 
adapted also for cleaning ice plants, heating pipes, radi- 
ators and boilers, wherever city pressure can be connected. 


| FAUCETS 
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| MORE KITCHENS 


have Classic Sink Fixtures 
than any other combina- 
tion faucet. The demand 
increases steadily. So do 
profits—ours and yours. 
Why trouble with clumsy 
imitations when you know 
what Classics will do? 





CHICAGO 


The Chicago Faucet Co. 
2700-22 N. Crawford Ave. 
Chicago, Il. 


























All Speakman Lavatory Fixtures 
have the new improved 


raised seat nozzle. 


B SPEAKMAN COMPANY 


WILMINGTON DELAWARE 


Speakman Showers 
and Fixtures 



































FLOOR & CEILING PLATES 








Wherever a Floor and Ceiling Plate 
is needed, a Beaton & Cadwell 
“Perfection” No. 10 will give just a 
little more satisfaction than any 


other make. Try it. 


pe 
BEATON & LL MFG.CO, 


Established 1594 
BRITAIN, 








“The Red Metal Line 


NIE 


TRADE MARK REG. U.S. PAT OFF, 


Staple Brass Plumbing Goods 


Concealed Fixtures 
Water Works Brass Goods 
~of Bronze Grade Metal 
in Enduring Quality 
DISTRIBUTED THROUGH WHOLESALERS 


UNITED BRASS MFG.CO. “*3hite"® 





ae a0 
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‘*They Keep a-Running’’ 





14, Horse Power Century Repulsion-Start 
Induction Single-Phase Motor 


_— 
Well Balanced Performance 


Every factor entering the design of Century Repulsion- 
start Induction Single-phase Motors is so highly de- 
veloped as to produce operating characteristics that are 
well balanced. Yet, no single feature is over-developed 
at the expense of the efficiency of the unit as a whole. 


The following are some of the reasons why Century 
Repulsion-start Induction Single-phase Motors are 
different: 


Starting torque is not less than 300% of 
full load torque. 


Maximum torque is not less than 200% of 
full load torque. 


Starting current does not exceed 260% of 
full load current. 


The Century Wool-yarn System of 
Lubrication (standard equipment on all 
one horse power and smaller sizes) assures 
at least one year’s continuous 24-hour- 
per-day operation without reoiling. 


1 
2 
3 
4 


Because they are different, Century Repulsion-start Induction 
Single-phase Motors are used on the majority of electric refrig- 
erators and ice cream cabinets now operating—besides being in 
wide service on oil burners, house pumps, compressors, and 
similar apparatus. 


Century Repulsion-start Induction Single-phase Motors are 
built in all standard sizes from 4% to 40 horse power. Tempera- 
ture rise not more than 40° C 


There is a diflerencemuse and specify Century 
Repulsion-start Induction Single-phase Motors. 


CENTURY ELECTRIC COMPANY 
1806 Pine Street St. Louis, Mo. 
For More Than 23 Years at St. Louis 








1% to 40 H. P. 


i to 40 H. P. 
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ANNUAL MARKET WEEK HELD IN DENVER, COLO. 


Manufacturers and wholesalers of Denver, Colo., dur- 


| ing the week of August 9 held their annual Market Week. 


| started on a four hours’ ride to Put-in-Bay, Ohio. 





| tablish a municipal 


Hundreds of retail merchants from all sections of the 
Rocky Mountain region visited Denver during the week 
and were entertained at luncheons, theater parties and 
the like the Denver manufacturers and wholesalers 
taking part in the affair. Every merchant that purchased 
$500 worth of goods, or more, had his railroad fare to 
Denver refunded. Among the hosts to the retail merchants 
the Crane-O’Fallon of Denver, one of the 
largest plumbers’ supply houses in the west. 


by 


was ce... 

















August 25, 1906 
The Master Plumbers’ Association of Wilmington, Del., 
entertained on Thursday night, August 16th, T. A. Hill, 
of New York, vice-president, and William McCoach, of 
Philadelphia, treasurer, of the National Association of 
Master Plumbers. Mr. McCoach is also internal revenue 
collector of Philadelphia. The entertainment took the 
shape of a dinner at the Clayton House. 
1906 
C. P. Tietze, of Detroit, Mich., secretary-treasurer of the 
Michigan State Association of Master Plumbers, has been 
on a trip through the state during the last ten days. He 
has organized several new associations, and has secured 
many new members for existing associations. 
1906 
The Master Plumbers’ Association of Newark, N. J., 
will hold its thirteenth annual outing on Thursday, August 
30th. The boat will leave at 8 o'clock a. m., and will land 
Seaside, Rockaway Beach, where breakfast will be 








at 
served. 
1966 

On Thursday morning, August 16th, about 200 Detroit 
master plumbers and their families, boarded the steamer 
“Frank E. Kirby,” at the foot of First street, Detroit, and 
It was 
the occasion of the fifth annual outing of the association. 
After dinner the great Crystal Caves, famous as having 
been the rendezvous of Perry in 1813, were visited. Re- 
turn was made in the evening with the moon lighting up 
the various islands at the mouth of the river. 
1906 
The Board of Health of Lorain, Ohio, has decided to es- 
board for examining applicants for 


plumbing license. 
1906-— 


Stinson, Kennedy & Co., of Pittsburgh, Pa., have been 





awarded the plumbing contract on the new Osceola school. 


August 18, 1906 

The National Association of Master Plumbers, 
Steam and Hot Water Fitters of the Dominion of Canada 
held its annual convention at Ottawa, Ontario, Canada, 
on August 7, 8 and 9, with the president, A. J. Hammond, 
in the chair. The apprenticeship committee submitted a 
form of apprenticeship agreement for consideration by 
Montreal was chosen as the next place 


Gas, 


the delegates. 


| of meeting. 











Regular Bath, 


Seat Bath, Foot Bath, Shower 
Bath and Ghild’s Bath 


All in One Piece. 44x30 inch size. 


The COMBINATION BATH. saves both 
space and water, besides affording the great- 
est convenience ever built into a bath tub. 
Partly filled, it makes an ideal child's bath or 
foot bath. Filled for a regular bath, or seat 
bath, it offers ample facilities for the largest 
man or woman. And as a shower bath it is 
unexcelled. 


Write for interesting booklet showing the many 
unusual features of this modern fixture--NOW. 


Sold Through Jobbers of Plumbing Supplies 


























] "| 





























Combination B4th, tiled in recess with Enameled Iron Combination Bath. Combination Bath, “ied in recess, 
linen case. Can be tiled in either right or left against pipe shaft. 
hand corner., 


M4 = 8 Op Dp 8. 














SANITARY MEG. CO. 
Wheeling, W.Vae 
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POP VALVES 


Pop Safety Valves for house heating 
boilers are made for pressures ranginy 
up to 25 lbs. 


No adjustment can be made after 
valve is sealed. Fitted with iron base 
which prevents undue pressure on seat 
when making connection to boiler. 
Passed by the rulings of the A. S. M. E 
code and registered in the Province of 
Ontario, Canada. 


Capitol products are a combination of 
selected materials and good workman- 
ship, each article being carefully in- 
spected before it is tucked away in the 
Capitol package with the orange 
colored label—and the prices are 
reasonable. 


Catalog of Plumbers and Steamfitters 
i ta i brass goods mailed you FREE on re- 
Le 0p Safety 


Valve shown here is quest. 
the Capitol No. 270 














CAPITOL BRASS WORKS 


MANUFACTURERS OF BRASS VALVES, BOILER TRIMMINGS AND PLUMBERS’ BRASS GOODS 


2300 Franklin Street 


=—===DETROIT, MICH 
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HEATING AND VENTILATING GOLF ASSOCIATION 
HOLDS AUGUST MEET 

A cold rain played an important part in the August 
meet of the Heating and Ventilating Golf Association 
of Philadelphia held Wednesday, August 18, at the Ash- 
bourne Country Club, Philadelphia. In spite of this un- 
welcome visitor, a fairly good crowd turned out for the 
day. Lee Nusbaum was host and in his customary man- 
ner arranged for the conveniences of his guests par ex- 
cellence. 

A new member, F. Harry Elliot, proved to be the best 
mudder of the day and carried off the H. J. Carr trophy 
Cup by shooting a net 82. This is Mr. Elliot’s first leg 
on the cup. Quite a few members who started playing the 
morning round gave it up as a poor job after getting a 
thorough soaking, and for this reason it was decided that 
due to almost impossible golf weather, no prizes would be 
awarded at this meet. 

The afternoon play called for the hale and hearty golf- 
er to brave the driving rain. The majority of the players 
elected to stay in the clubhouse and play the nineteenth 
hole. The chief amusement was bridge. 

A delicious dinner was served in the evening and a 
short business meeting was held immediately after. It 
was announced that the next meet will be held on Friday, 
September 18, at the Aronomink Country Club. 

Morning Scores 


Out In Gross Hdcp. Net 
fe Se Barre eer es ..48 51 99 17 82 
eS Ne ee 65 66 131 35 96 
Warrem Wenetet, IP. ...6000c8e 56 108 18 90 
OO I 55 110 22 88 
W. Gh Tee. oc civaccsccccnchl 57 110 18 92 
TD. We GRE cp accosstesseien 42 51 93 0 93 
A, MOCTINIOOE, dP. ces ccccces 61 79 140 24 116 
RR. Be as veakcccesa 47 48 95 10 85 
M. F. Blankin reer 49 104 7 97 

Afternoon Scores 

Out In Gross Hdecp. Net 
cc. F. Thompson ween * 106 17 89 
Warren Webater, dr. .....00% 50 50 100 18 82 
M.D BD. noc csc tinesvers 53 49 102 17 85 
C. WR ba desocedenes 47 47 94 16 78 
TZ. WEE. Severed eceouws 41 44 85 0 85 
J. CG, FL av acecvasenyss82 47 98 7 91 
P. Te ee: asicess Terr eiry }. .. 55 105 17 88 


New Trade Literature 


Humphryes Manufacturing Company's Catalog 

Humphryes Manufacturing Company, of Mansfield, 
Ohio, has issued a ninety-three-page, loose-leaf catalog of 
enameled sanitary ware. Sections of the catalog are de- 
voted to bathtubs, lavatories, sinks, closet tanks, and 
drinking fountains. Thirty pages are given to roughing-in 
diagrams and dimensions. The crating data found in the 
back of the catalog tells the manner in which the ware is 
crated and the shipping weight. 

Folder on Seat Styles 

A small folder showing different seat styles to be used 
with its new one-piece closet has recently been issued by 
W. A. Case & Son Mfg. Co., Buffalo, N. Y. Five different 
seats are illustrated attached to the closet. The folder is 
printed in green and black. 
1926 Year Book of American Engineering Standards 

Committee 

The 1926 year book of the American Engineering Stand- 
ards Committee is just off the press. The year book 
shows that the movement toward standardization of in- 
dustrial products has been considerably extended during 
the past year, and also proves that savings from stand- 
ardization work are constantly growing in magnitude. 
Among the projects mentioned by the year book in which 
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HERE a comparatively small a- 
mount of wateris required (not ex- 
ceeding 150 gallons per hour) the De ming 
Deep Well Pump, illustrated at the left, 
is an unusually efficient pumping unit. 
To insure quiet operation, the motor is 
direct connected tothe working 

head by means of a worm gear 

drive. Forcomplete information 

about thisand many othertypes 

of Deming Pumps and Complete 
WaterSystems send forCatalogG. 

THE DEMING COMPANY 

Established 1880 Salem, Ohio 


VALVES 
PIPE 
FITTINGS 


5000 Different Types 


and Sizes 


Send for Catalog 


THE KENNEDY VALVE MPG. CO. 
Elmira, N. Y. 
Boston New York Chicago 
San Francisco El Paso Salt Lake City 
Seattle Philadelphia Kansas City 
Los Angeles 











MYERS DIRECT WATER SYSTEMS 
For Shallow or Deep Wells and Cisterns 


a 





Equipment includes pump, 
air chamber motor. belt, 
automatic switch, gauges 
and valves, and all fittings 
mounted on plank ready to 
connect up with power and 


SELF -ONLING water lines. 


omumc CO! 
Does not require a storage 
tank. Pumps fresh water 
direct from well to faucets. 
Automatically controlled 
without waste of power or 
water. Ample capacity for 
home or farm purposes. 
Other styles and sizes for 
homes, con public and 
private institutions. Cataiog, information and prices on request 


The F. E. MYERS & BRO. Co. 


ASHLAND, OHIO 























HERE are more Minneapolis 

Heat Regulators in use than 
all other kinds of heat controlling 
devices combined. Uninterrupted 
leadership for 41 years. 


‘ 









Write for catalog and 
sales plan 


Minneapolis Heat Regulator Co. 
Est. 1885 


2801 Fourth Ave. So. | Minneapolis, Minn. 


TREAAINNEAPOLIS™ 
Heat REGULATOR 
°T COAL~GAS~ OIL 


AES 


Saal 
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ROBABLY one reason so many Heating 
Contractors recommend and specify 
Spencer Heaters is because they have long 


been familiar with these 


SPENCER FEATURES 


Saves an average of $7 in the price of every ton of coal 
used because it burns low priced No. 1 Buckwheat 
Anthracite and burns no more tons. 


Requires attention only once in twelve to twenty-four 
hours, because coal feeds by gravity as needed. 

No blowers or other mechanical contrivances. 

Even heat day and night, due to automatic feed. 
Equally successful for steam, hot water or vapor. 
Type for every need from small home to large building. 
No night fireman required in large buildings. 

Easily installed. 

Pays for itself by burning low-priced, small size coal. 
Proven by thirty years’ success. 


Built and guaranteed by a responsible organization. 





Spencer Junior Hot 
Water Heater for 
the small home 


These features and many important phases of the heating 


St. Thomas School, Brooklyn, problem are discussed in “The Business of Buying a Heating 

i ae eee low me System”, a book written primarily for the home owner, but 

a it of almost equal interest to the Heating Contractor. Copies for 

stalled1916. f° ourself or your customers will be sent promptly on request. 
{ \' ™ y 




















4 
} 
yn Residence of Mr. E. P. Franke, 
i Ten Hills, Baleamore, Md.,one me 
*¢ “at of Baltimore's hundreds of - ty 
a0 p sy oOo Spencer Heated Homes. = 
Lat lis seit oy! 1 ASSN ; 
RK opedire th Ue rated ——— ears 









] mi is 
AH. wre’ ty “Y ) { 
"Maye ‘ - ¥ . ' Ay, 
= aes ix PTET im |. Wy — 
> ve : 0) _ JX Mg UE, The Brigantine 
ws ve es AVP Zz) Home Beautiful, 


~€ 


Otis Building, 
Philadelphia, one 
of the man 
Spencer Heate 
office buildings. 





Brigantine Beach, 
suburb of Adiantic 
S City. N. J., is 
é, heated by a Spen 

cet Junior de 

signed especially 
for small homes 





Spencer 


steam .vapor or hot water 


Heaters 


burn No.1 Buckwheat coal 


SPENCER HEATER COMPANY | General ofices: WILLIAMSPORT, PA. 


New York City Boston Philadelphia Baltimore Buffalo Rochester Hartford Washington Detroit Albany Syracuse Harrisburg Scranton 


= Division of Lycoming Manufacturing Company . 
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the plumbing, heating or ventilating trades are interested 
are the identification of piping systems, specifications for 
cast iron pipe and special castings, pipe thread stand- 
ardization, and a safety code for industrial sanitation. 
Leo Flush Valve Co.'s New Catalog 

Catalog ‘‘B”’ has just been issued by the Leo Flush Valve 
Company, New York City. Besides descriptions, working 
drawings, and photographs of Leo flush valves, and a par- 
tial list of large buildings using these valves, the catalog 
contains the Leo Rule of 30 plus 10 plus 5 for deter- 
mining peak loads, water consumption and pipe sizes 





PR 
ws ie 4 “aoa 


a 














Top picture, left to right: Joseph A. Cutler, C. W. Nichol, H. 
G. Thomas and A. B. Martin.—Lower picture: Back row, 
J. Vv. Liddy, C. EK. Bronson and J. J. O'Shea. Front row, C. F. 
Olsen and J. T. Fash, at the recent golf tournament of the 
Illinois Chapter, A. S. H, V. E., held at Wilmette Country 
Club, Wilmette, Ill, 

The catalog also contains charts and tables for designing 
water supply systems for flush valves, bathtubs, lavatories, 
sinks and other water-using apparatus. 


“Heat with Gas” 

Under the above title, a pamphlet is being distributed 
by the United Utilities & Engineering Corporation, of 
Philadelphia. The company’s gas boiler equipped with 
thermostat is illustrated and its construction described 
in detail. Comparative cost data for house heating and 
several pages of general information are given in this 
pamphlet. 

Cochrane Bulletins 

Cochrane Corporation, of Philadelphia, Pa., is dis- 
tributing several bulletins devoted to the heating, de- 
aerating, softening, filtering and metering of water, the 
measuring of steam and the profitable utilization of low 
pressure steam. Among these bulletins are “Traps and 
Drainers,” “Hot Water Storage,’ ‘““Deaerating Heaters," 
etc. 

Ohio Brass Co.'s Circular 

Ohio Brass Company, of Mansfield, Ohio, is distributing 
a circular illustrating various valves of its manufacture. 
Globe valves, steam radiator valves, gate valves and hot 
water radiator valves, as well as various other kinds of 


valves, are listed. 
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WATER HEATER 


$66 
°88 


*139 
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JAS. F, HALLINAN 
PHILADELPHIA PLUMBER 
Says: 

“Satisfied customers 
have greatly increased 
our business by rec- 
ommending the Ever- 
Hot to their friends.”’ 


262 


CverHot Heater Co. 


Detroit, Michigan 








SQUARE 


THE GRABLER MANUFACTURING CO. 
CLEVELAND, O. 


lroné Malleablelron 


We are so proud of Square 
“‘Gee” fittings that we 
stamp on each one a square 
G as a means of instant 


recognition. 





‘GEE 


FITTINGS 


































M -VB FLUSH VALVE 


“A good name is better than riches,” said 
the sages of old. But the plumber of to- 
day knows that good name and riches go 
hand-in-hand when he can look both 
materials and workmanship “in the eye” 
and find them flawless. M-VB Closet 
Tank Fittings are demanded by plumbers 
who insist on quality fixtures for quality 


work. — 
« 
Made by 
Morency-Van Buren Mfg. Division, Sturgis, Michigan 
Distributed by The American Pin Co. Division 
Scovill Mfg. Co., Warerl ury, Conn 























No. 1020 


Full 
Waterway 


Well 


Constructed 


A Splendid 


Fixture 


Ask 
Your 
Jobber 


AMERICAN SANITARY MFG. CO., Abingdon, Illinois 
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Water 


( u TUN PER HOUR) 


The DAYTON “CUB”, with its 
200 gallons hour pumping ca- 
of $85.00 is 

water system 

TON 


from 160 t0 3,000 gallons per hour, 


Write for catalog and let us out 
line for you our “business 
getting” dealer 


& MFG. CO. 


DAYTON, OHIO. U.S.A. 


SERVICE — 


Prompt delivery is offered on 
“QUALITY BRAND” 


TUBULAR GOODS 
IRELAND & MATTHEWS 


DETROIT 
———- - ——REPRESENTATIVES — 
R. C. Wilson, New York; Wm. P. Horn Co., San Francisco, Cal. 
W.D. Armstrong, Chicago, I11.;P.G. Abbott Co., Richmond, Va. 


























A Real Vacuum Valve 


The O-E Improved Air Exhauster and Vacuum Valve 
with the O-E Patent Return Fitting and O-E Packless 
Graduated Valve forms a positive and flexible Vapor- 
Vacuum-Pressure Heating System which is the last 
word in simplicity and economy. 


Write for Bulletin “‘A”’ 
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and cause dust spots! Nothing to 
Sateen aith tpuems ov aueupent 
It paye to please the women. They are good 
advertisers! 


HEALY-RUFF COMPANY 
770 Hampden Ave. . 


ATEN 

















Convention Dates 


September 15. 16 and 17.—The quarterly meeting of | 
National Association of Brass Manufacturers, at Cleveland, 
Ohio. 

September 22.--Conference on Simplified Practice by Man 
facturers of Vitreous China Plumbing Fixtures, Wholesalers, 
Retailers (Plumbers) and Users, at Commerce Building, Wa: 
ington, D. C., under the auspices of the Simplified Pract 
Division of the U. 8S. Department of Commerce. Invitations 
will be issued by the Department of Commerce. 

September 28, 29, 30, and October 1.—The annual meet 
ing of the American Society of Sanitary Engineering, 
Washington, D. C., with headquarters at the Lee House. 


October 11-15.-—The eighth annual convention of the Amer- 
ican Gas Association, at Atlantic City, N. J. 

April 5, 6 and 7, 1927.—The annual convention of the Amer 
ican Oil Burner Association, at Buffalo, N. Y. 


May 17 and 18, 1927.—The annual convention of the Penn- 
sylvania State Association of Master Plumbers, at Harris- 


burg, Pa., with headquarters at the Penn Harris Hotel. 


Outings, Picnics and Golf Tournaments 

August 31.—The August meet of the Central Trades Golf 
Association, at the Pittsburgh Field Club, Pittsburgh, Pa. 

September 1.—The annual stag outing of the Buffalo, N. Y, 
Association of Master Plumbers at Dold’s Wheatfield Farms 

September 2.—The twenty-third annual outing and clam 
bake of the Master Plumbers’ Association of Asbury Park, 
N. J., and vicinity, at Perrine’s Woods, Manasquan, N. J. 

Sept. 2—The annual outing of the Master Plumbers’ Asso- 
ciation of Newark, N. J., to be held at Cline’s Grove, Oakland, 

September 11.—The annual outing of the Master Plumbers’ 
Association of Jersey City, N. J., at Richfield, N. J. 

September 11,—The annual joint picnic of the Master 
Plumbers’ Association of Lebanon, Pa., and the journeymen 
plumbers, at Penryn Park, Pa. 

September 11 and 12—The twelfth annual outing of the 


“Heating Trades” of Chicago, at the Sylvan Beach Hotel, on 
Channel Lake, Antioch, Ill. 


September 14.—Monthly tournament of the Western Trade 
Golf Association, at Glen Oaks Country Club. 

September 15.—The annual outing of Bronx Master Plumb- 
ers’ Association, at Karatsonyis Park, Glen Cove, Long Island 

September 18.—The September meet of the Heating and 
Ventilating Golf Association of Philadelphia, Pa., at the 
Aronomink Country Club. 

September 19.—The annual picnic of the Oakland, Berkeley 
and Alameda, California, Master Plumbers’ Association, at 
Alvarado Park. 

September 20.—Monthly golf tournament of the Plumbing 
Contractors’ Association of Chicago, at Greenview Golf Club. 

October 6.—Monthly golf tournament of the Plumbing Con- 
tractors’ Association of Chicago, at Mid-City Golf Club. 








CHICAGO “HEATING TRADES” TO HOLD ANNUAL 
OUTING 

The twelfth annual “Heating Trades’ outing of Chi- 
cago will be held at the Sylvan Beach hotel, on Channel 
Lake, Antioch, lll., Saturday and Sunday, September 11 
and 12. Those desiring to go to the resort Friday night 
may do so, joining the regular crowd Saturday morning 
An interesting program of games and sports has been ar 
ranged by the committee in charge, and everything has 
been done to make this two-day outing enjoyable to 
everyone in attendance. The committee in charge of the 
arrangement for the outing is composed of Louis T. Braun 
Thomas I. Magan, George A. Henrich, George Lavelle 
Charles G. Lamb, Fred Dilzer, James A. Doherty, J. W. 
Story, Arthur B. Martin, C. E. Barrows, David Kennedy 
and John Krez. 





The Garden Hills Riding and Swimming Club, of At 
lanta, Ga., recently completed the construction of a swim 
ming pool, which has been opened for the summer for 
the use of the members. 
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Fur Coats and Ice Water 


Ice water isn’t worth much at the north 
pole and a fur coat isn’t necessary at 
the equator. It’s where a thing is that 
determines its value. 

















And so an ounce of metal at the place 
where the strain is greatest is worth a 
pound where the strain is slight. The 
weight of a casting doesn’t mean a thing 
unless it is properly distributed. 

















Bignall fittings are strong where 
strength is needed. 


Your wholesaler 
has them 
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HOW much larger would your business 
be today if you had advertised con- 


sistently since the first day you opened up? 


* + * * * * 


CAN you name any business which has 
grown out of the one-man class which hasn’t 
been vigorously and constantly advertised? 


x * x x * x 


HAs your business grown so that today it 
stands at the point you hoped it would—or 


is 1t developing too slowly? 


* * * * * * 


HOW many products do you use in your 
business or in your home that aren’t ad- 
vertised? Not many, are there? 


* * * * * * 


If you will answer these questions frankly, you will admit 
that your own business needs advertising. 
Use “DOMESTIC ENGINEERING” Advertising Editorial Service. 
12 Illustrations—three months’ service for—only $4.20. 
48 Illustrations—one year’s service—for only $15.00, a saving of 10%. 


The copy costs you nothing—you take it every week from 
DOMESTIC ENGINEERING. 


Tear out and mail this coupon—now! 











DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


, 
Please enter my order for — — service of Advertising Editorials. 


I’m going to dominate in the plumbing and heating field in my community. 


Pb bck ds tein at sae aeablio tee adiea City AND STATE.......... 4 ose dineiy «ae 
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THE TRADE 


WITH MASTER PLUMBERS AND HEATING 





CONTRACTORS 








MERCHANT PLUMBERS OF INDIANAPOLIS HOLD 
OUTING 

There were many lonesome wives at home in Indian- 
apolis, Ind., Saturday, August 21, when the Merchant 
Plumbers’ Association of that city held its annual stag 
outing. Walnut Gardens, located about twelve miles 
southeast of the city, was the rendezvous, and about three 
hundred master plumbers, journeymen and supply men 
were there, full of holiday spirit, and all set for a day of 
fun and freedom from business cares. It was an ideal 
It had many attractions which are 


” 


spot for an outing. 
seldom found at ‘“‘picnic grounds such as a modern 
swimming pool, a stage exhibit and a real, well-kept lawn 
throughout the park. 

A number of prominent officers and contractors were 
present, among whom were J. H. Daniels, president of the 
state association; Frank E. Irish, president of the Indian- 
apolis association; G. T. Watson, secretary of Indianapolis 
association, and Clarence Dickman, vice-president. State 
President Daniels spent the day in greeting his old friends 
and meeting some of the newer members of the Indian- 
apolis association, Joseph G. Hayes, a former president 
of the Indianapolis association, and one of the most prom- 
inent contractors in the state, added his years of experi- 
ence and his own good humor to the better enjoyment of 
everyone present. 

Most of the crowd arrived at the gardens about one 
o’clock, and soon afterwards G. J. Sellmeyer, chairman of 
the entertainment committee announced that the games 
andseontests were in order. All kinds of races and events 
were scheduled, affording much amusement and sport for 
both onlookers and participants. The winners were re- 
warded with handsome practical prizes. 

The feature event was an elimination contest. The 
committee assisting Mr. Sellmeyer, namely: D. R. Ram- 
sey, C. J. Greiner, G. A. Geis, Omar B. Morgan, Joseph S. 
Lauber, John Wurz and H. H. Kretsch, had arranged the 
prizes in an attractive display on the stage. Some of the 
winners were James A. Wilson, A. O. Wolfgang, O. T. 
Tatum, George Rottman and George Geis. 

About six o’clock someone called “dinner’’ and the 





Top row, left to right: J. J. Born, manager Indianapolis 
branch, C. J. Moody, both of Kohler Co.; Owen E. Clegg and 
Henry Herbig, both of Van Camp Hardware & Iron Co., In- 
dianapolis.—Middle row: W. H. Gray of William Hubely Co., 
W. H. Nelson and W. E. Long, both of Standard Sanitary 
Mfg. Co., Indianapolis. —Bottom row: Louis Kindel and Ed- 
ward Street, beth of Van Camp Hardware & Tron Co. 
A. A. Phillips and Lewis Phillips, of Lewis Phillips & Son, 
Indianapolis : 


fastest race of the day was toward the dining room. There 
a real chicken dinner had been prepared, and mere words 
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Master plumbers and guests attending the Indianapolis association outing 
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can not do justice to the quality and abundance of good 
food that was put away by the hungry three hundred. 

Unfortunately Mr. Daniels was forced to leave before 
dinner, but Frank Irish, local president, gave a short 
talk in which he welcomed all Indianapolis master plumb- 
ers into the association and also told that the object of 
this outing was to create a still better feeling of friendship 
and understanding between the present members. He 
closed by promising a similar get-together for next year. 
G. J. Sellmeyer acted as toastmaster and was as capable 
in this capacity as in that of entertainment committee 
chairman 

The day was perfect for an outing and when the time 
arrived to start for home, it was unanimous that every- 
thing had been handled 100 per cent perfectly and that 
the Merchant Plumbers’ Association of Indianapolis had 
that members regular fellows and a real 


credit to their city. 


proved were 


RICHMOND BOROUGH MASTERS DEFY RAIN 

You might almost call the annual outing and dance of 
the Association of Master Plumbers of Richmond Borough, 
New York City, a contest between Jupiter Pluvius and 
the entertainment committee. For the “god of rain’’ did 
all day to put an end to the festivities, which 
were being staged at Semler’s combination restaurant and 
outing grounds at Midland Park, Grant City, Staten Is- 
land. 

The committee, composed of George W. Foote, W. Es- 
sig, and J. Pacifico, won the argument, however. 
of them expressed it: 


his best 


As one 
“We picked August 21 as a day 

on field events. We are going 
to do it, rain or no rain.’”’ And they did it, although low- 
ering clouds were always threatening, and light showers 
during the running off of some of the sports drove the 
ladies and some of the men to shelter. 

More than 100 master plumbers, their ladies and their 
children, re-enforced by a number of manufacturers’ and 
jobbers’ salesmen, turned out for the party, despite the 
fact that two other master plumbers’ associations in 
nearby holding their outings on that 
particular Saturday. Staten Island is the biggest borough 
in New York City, and guests came from every direction 
to the centrally located scene. 

The baseball game was, of course, the first and one of 
important things of the day. Bitterli, Martin, 
Stuehringer, Barnes, Pierce, Essig, Ahrens and 
Heap were the nine masters selected to uphold the honor 
of the association, while the salesmen pitted against them 
a lineup composed of Gorham, Pave, Taylor, Hoeja, Mandl, 
Osborn, Patsy, Hasbrouck and Sarvis. As usual, the mas- 
topheavy 


in which we could put 


towns were also 


the most 
Tromer, 


ters emerged victorious by a score, and, also 


as usual, the umpire, G. R. Kiffin, was blamed by the 
losers. 
The amateur Babe Ruths, admiring the knives they 


were given as a tribute to their prowess, were given 4 
chance to refresh themselves before the entire group lined 
up for the ofticial photograph. Then Secretary Foote, 
with an anxious glance at the clouds, called upon the 
athletes. A high jump was first on the program, the 
laurel wreath finally being given to C. S. Hawk of the 
Utility Laboratory, after almost a dead heat with two 
master plumber competitors. 

The ladies were next to be given exercise. An even 
eleven of them were pitted against five brawny men in 
a tug of war. Whether chivalry or strength prompted 
the men’s capitulation is unknown, but the fair ones were 
winners, each receiving a box of candy. 

Aspirants for Walter Heap’s annual hop, skip, and 
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jump honors were many, but whenever his mark was 
beaten, this agile master promptly set a new one, emerg- 
ing victorious as usual. There were also many contestants 
for sack racing honors, the large number making it nec- 
essary to run the event in heats. When the winners met 
for the final, all but one got tangled up, the lone finisher 
being Edwin Scharetz, who was duly awarded the priz 

They billed the next event as a quarter mile race, but 
the entrants swore that the distance around the field that 
they had to cover was much more than that distance. 
Louis Martin of Port Richmond proved both fleet of foot 
and strong of wind and captured first place. 

Immediately following, the masters hung up another 
victory over the salesmen, the tug of war furnishing the 
excitement. Then the final field event, the broad jump, 
with the salesmen getting in a winner, Joseph Osborne of 
the Liberty Plumbing Supply Co. 

The dinner which followed was excellent, and the 
dancing that crowned the day’s activities gave those who 
shine better in the ballroom than on the ball field their 
innings. 





WESTCHESTER MASTERS PICNIC AT COLONIAL INN 
The inclement 
to have 


and threatening weather which seems 
almost habitual around Greater New 
York disappeared on August 19, the day the members of 
the Westchester County Master Plumbers’ and Steamfit- 
ters’ Association held its annual outing at Colonial Inn, 
City Island, N. Y. 

The Inn, an old Colonial mansion, welcomed the largest 
gathering of plumbing and heating folks that ever gath- 
ered at a Westchester Association outing. About noon, 
enough picnickers had arrived to organize two ball teams. 
One made up of master plumbers was pitted against a 
team of salesmen. It may be said of the game that while 
it was hotly contested it was by no means close, for when 
the master craftsmen had crashed out their last home 
run the score was 15 to 8 in their favor. 
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Top picture, left to right: Mrs. A. Sears, Mrs. A. White, Mr. 
and Mrs. Thomas White.—Middle picture: J. B. Clegg of Mt. 
Vernon and his daughter, Miss Anne Clegg—Bottom picture: 
Mrs. J. B. Foster, Mrs. J. Malone, J. B. Foster and Miss ™. 
Foster, all of Mt. Kisco, N. Y. 
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from non, this 
EARS fire will give 
the same economical 
trouble-Tree Service 


The economical operation of the STAR DEE 
Water Heater is the result of skillful engineering, 
radically new and improved design. 


26 
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its 





Continuous, economical operation is guaranteed 
by one masterful stroke in design: —The elimi- 
nation of all narrow water passages that would 
clog, lime up, and reduce efficiency,—the abso- 
lute elimination of the effect of sediment on 
heating efficiency. 


Running the heat through the water instead of 
running the water through the heat, makes pos- 
sible this big improvement. 


This feature alone will clinch 
many sales for you 


The illustration within the circle 
shows how the heat travels up the 
center, baffled four times, transfer- 
ring its heat to the water without 
the aid of narrow water passages. 


This is just one of the many big sell- 
ing features of the STAR DEE 
Water Heater. 

Write for complete infor- 
mation and prices 


AUTOMATIC GAS FIRED 


DETROIT RANGE BOILER & STEEL BARREL COMPANY, DETROIT, MICHIGAN 





NEW YORK . TRENTON - TOLEDO - sf. LOUIS SAN FRANCISCO 
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Reduce Roughing-In Costs and Make 
Easier and Better Installations 


They climinate the annoying, time-consuming and 
expensive long-screw connections, unions or “‘R’”’ 


and “L” nipples, and therefore SAVE YOU TIME 
and MONEY. 


Waxtaseriti 


unsere 


Illustration shows 
position of pipe in 
sleeved hub after 
being screwed into 
top fitting. 


NOTE: Oakum 
cannot possibly 
work thru joint, 
or pass end of pipe 


Simply drop pipe 
into sleeved hub, 
screw into top fit- 
ting, calk—and the 
job is done. 


Ae Whines 


tle 


bel PS 


Manufacturers of a complete line of fittings for 
either CAST IRON or SCREWED PIPE instal- 
lations. We have fittings for any type operation 
—whether a skyscraper, hotel, apartment build- 
ing or small cottage or bungalow. 

Write today for catalog of modern and econom 
ical plumbing roughing-in systems. 


STRINGER BROS. CO., Inc. 
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1100 W. 38th St. Chicago, Ill. 
Warehouses: Chicago, Ill., Gadeden, Ala. 
Gadsden, Ala 


Factories 

















(N. R. 150) 
NIEDECKEN 
SHOWER 


PATENTED 





Industrial Type 
for 
Institutions 


Factories 


Schools 
Etc., Etc. 


AN ECONOMY SHOWER 


Consisting of 44-inch NIEDECKEN MIXER, rough nickel 
plated, with wall support. 4-inch cast brass rough nickel 
plated shower head, 30 Deg. Ell. connection, Lock Shield 
Flow Control and pipe supports. No Piping Included. 


Write for Bulletin DI0X 


HOFFMANN & BILLINGS, MFG. Co. 
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| mainly what insured the huge success of this affair. 
| D. Conklin was chairman and was aided by Stephen Gonda, 
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The field events for men excited much enthusiasm as 
did those arranged for the ladies. In the balloon shoot- 
ing contest, Mrs. William Dawson was first, her daughter 


| Miss Dorothy Dawson, second, and Mrs. C. W. Wilson, 
| third. 


The dart contest was won by Mrs. Thomas Wright 
with Mrs. M. J. Hatch a close second. Mrs. M. Dalton 
and Mrs. Arthur Fuchs excelled at pitching quoits, while 
Malone, Mrs. W. White, Mrs. J. Kutler, and Mrs. 
O. Spahn were awarded honors, in the order named, 
the nail driving contest. 

While the women were engaged with their games, the 
men were busy with a program of field events which 
brought out some real athletic talent. The first of these, 
a yard was won by Messrs. Grevet, Hill and 
Wright, respectively. J. McLaren, G. Ettinger and J. 
Lumsden were first, second and third in the fat man’s 
The next event was a 75 yard dash and of the 20 
or more contestants W. Humphrey, A. Myers; and M 
At 50 yards J. Edwards, W. 
and C. Bozenhard beat a large field. J. Karl 
was first, followed closely by W. Buehler and J. Nolan, in 
the 45 yard dash for master plumbers. The old man’s 
race resulted in A. Berle, O. Spahn, and H. Downing fin- 
Another contest was a 75 
yard dash for master plumbers, M. DePaso, T. Nolan, and 
J. Donohue being the victors. The last event, a free for 


in 


er 
25 


dash, 


race. 


Depaso were the winners. 
Buehler, 








Top picture: John Green and E. J. Shepard, field secretary, 

both of Mt. Vernon.—Bottom picture: M. D. Conklin, chairman 

of the entertainment committee, and one of his “deputies,” 
Louls Young, both of Mt. Vernon 


all for salesmen, brought out a large field in which Dan 
Quinn, C. McClellan and H. Scheel carried off the honors. 
With the games out of the way, the crowd adjourned 
the banquet hall where a most delicious bake was 
served to which the hungry gathering did full justice. 

The selection of the committee on arrangements was 
M. 


to 


Louis Young, T. P. 
E. J. Sheppard. 


Noonan, Harry Singer, F. G. Lee and 





V. T. Fearis, of Dallas, Tex., will erect a 42-room, brick 
veneer apartment building on Gaston street. 
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LARGE ATTENDANCE AT NORTH SHORE 
ASSOCIATION PICNIC 

Those who were responsible for selecting Wednesday, 
August 18, as the day for the annual outing of the North 
Shore (Mass.) Master Plumbers’ Association either made 
a good guess or are unusually clever weather prophets for 
the day was ideal for a picnic. The affair was held at 
Centennial Grove, Chebacco Lake, Mass., and the crowd 
was on hand early so as not to miss any part of the splen- 
did program arranged by President Percy Burnes and 
Secretary James H. Trow. 

One of the first events to get under way was the base- 
ball game between the master plumbers and the salesmen. 
It was hotly contested throughout, Al Howkes, who was 
in the box for the plumbers turned back the salesmen 
to the tune of 7 to 5. The game was featured by the 
fielding of James Trow and Percy Burnes, while E. Baker 
and James Shee produced some extra base hits that went 
a long way toward bringing victory to their team. A 
clam bake dinner, served in true New England style, was 
more than welcome to the ball players after their stren 
uous game. 

After a short rest, the games were resumed The ball 
tossing contest was won by C. F. O’Hearn of the Hoffman 
Heater Co. 

The balloon race, in which five heats were run and in 
which each contestant was required to inflate a ‘‘Domestic 
Engineering’’ balloon and bat it a distance of 50 yards 
was exciting. A. G. Goodwin of the Detroit Range Boiler 
& Steel Barrel Co. took first and was followed by A. C. 
Winslow of the Richardson & Boynton Co. 

In the whistling contest, each man was required to eat 
a hard-tack biscuit and then try to whistle a tune. A. C. 
Winslow was proclaimed the best whistler. A. M. Hawkes 
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Top picture: Group attending the North Shore outing.—Mid- 
die picture, left to right: James Trow, secretary; George 
Woodbury, vice president; John F. Cabeen, treasurer; Percy 


Burnes, president, ail otficers of the North Shore association, 


and E. L. Baker, executive secretary of the Massachusetts 
state association—Bottom picture: Members of the North 
Shore associntion at the outing 


received a set of concealed bathroom fixtures for winning 
the quoit throwing contest. 

The officers in charge of the affair were: Percy Burnes, 
president; George V. Woodbury, vice-president; John F. 
Cabeen, treasurer; James Trow, secretary. Mr. Trow and 
Mr. Cabeen have the record of having attended at least 
one master plumber outing a year for the past 30 years. 
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CAMDEN POTTE RY CO. 
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SNO-WITE 
BATH ROOM TRIMMINGS 


You can be sure of pleasing your customers if 
you use SNO-WITE products—and pleasing 
them not only for the handsome and orna- 
mental qualities of these Bathroom Trimmings, 
but also for their wearing qualities. 

SNO-WITE finish is genuine White Porcelain 
Enamel on a special iron base. There is no 
rusting, crazing, discoloring or chipping of this 
finish—it remains always the same, and each 
piece carries a written guarantee for 10 years. 


SNO-WITE Bathroom Trimmings are en- 
dorsed by the best architects and builders, 
and are in use in buildings of many types all 
over the world. 


Let us send you a catalog showing our complete 
line of Bathroom Trimmings. 


American Enameled Products Co. 
Chicago, Illinois 
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| DISTRICT OF COLUMBIA ASSOCIATION PICNICS ON 
POTOMAC 
Three hundred and twenty-five members of the Masier 
Plumbers’ Association of the District of Columbia frol- 
icked, feted and danced at their annual outing held 
Wednesday, August 18, at Chapel Point, Md. Nearly | 06 
automobiles assembled for the motor caravan at 9:30 in 
the morning at Peace Monument in front of the United 
States Capitol. 
Through the city streets and as far as the District line 
the happy pilgrimage was accompanied by a squadron of 


metropolitan police. On reaching the state line a squad- 
ron of Maryland state police took up the task of clearing 
the roads for the Assured against mishaps by 
the presence of a specially chartered emergency repair 
truck, the trip to the resort was made in two hours. 
Upon arriving, the group, augmented by 15 


caravan. 


entire 











members of the Baltimore Master Plumbers’ Association, 
who joined the caravan en route, posed for a group pho 
tograph. Dinner was had and the athletic events started 

The first event, a foot race for girls between 6 and §& 
years old, was won by Elizabeth Hall. who was awarded 


a toy game. Alma Venton won a fountain pen in the 
foot race for girls from 8 te 12 years old. A ball was 


awarded to Thomas O’Hanlon for winning the foot race 
Walter Gallagher 
12 years and 


for boys between 6 and & years old. 
won the foot race for boys between 8 and 
received a building game. 

In the ball throwing contest for ladies Ruth Gary won 
a silk umbrella while Ethel Gary received two pairs of 
silk hose for winning the ladies’ foot race. First honors, 
along with three dozen tank balls, went to H. C. Esslin 
in the Siamese race for men, while D. H. Alsop captured 
second prize of four 14-inch Stillson wrenches. 

D. H. Alsop and C. H. Schidle came first and second, 

| respectively, in the fat men’s race, winning a furnace and 
fire pot and a pair of pipe cutters respectively. 

In the standing broad jump H. M. Carthy and E. F 
Czarra won first and second prizes of 10, 14, 18, 24-inch 
wrenches and a chain vise. D. H. Alsop and H. C. Esslin 
won first prize of an automatic heater, toilet seat 
bath cock in the three-legged race, while J. E. Boyland 
and F. Bentley carried off the second prize of two 18-inch 
Stillson wrenches. 

E. F. Czarra won a set of stocks and E. Rabbitt a job- 
bing kit for coming first and second in the free-for-all 
foot race. The Washington team beat the Baltimore team 
in the relay race and ran away with six dozen tank balls. 

H. C. Esslin won the running hop, skip and jump race, 
receiving two 24-inch pipe wrenches for his efforts. FE. 
Rabbitt came second, receiving one 14-inch and one 18 
inch pipe wrench. 

So that no one would be dissatisfied a consolation race 
was held in which only non-winners were eligible. R. W. 
Gimmons was declared winner and got a 24 inch pipe 
wrench. The finai event, a race for boys under 15 years 
of age, was won by William Baker, who was awarded a 
league base ball. 

J. E. Heffron was chairman in charge of the outing 
He was assisted by the following committee: R. J. Bar- 
rett, Frank Bentley, J. E. Boyland, D. H. Alsop, G. J 
Cross, T. E. Clark, H. R. Eberly, H. C. Esslin, G. W 
Hanes, J. M. Hall, R. H. Hillsinger, F. W. Koehler, J. E 
Leine, H. J. McCarthy, W. E. Owens, C. W. Sorrel and 

| H. A. Scroggins. 


| 


and 





| <A. C. Hoekersmith has sold his interest in the El Dora 
| do Heating & Plumbing Co., of El Dorado, Ark., to R. K. 


(RRR ES RN AR A RE SN EEG RNR Landreth. 
































August 28, 1926 


OREGON MASTERS HOLD OUTING 

The Oregon Association of Master Plumbers held its 
annual picnic on Sunday, August 15, at Santiam Park, a 
beautiful recreation spot on the Santiam river. The in- 
vitations were by letter sent out from the office of the 
state president, Chas. J. Kelly in Portland. 

The attendance included master plumbers and their 
families, jobbers, salesmen, journeymen and helpers. It 
was a great get-together occasion with everyone bring- 
ing his own refreshments in baskets and making a grand 
spread around the table at noon. In fact, there has not 
been such a genuine social round-up of the entire plumb- 
ing and heating industry in the territory for some time. 
Boating, swimming, races, baseball and many other con- 
tests were held for both men and women. 





PASSAIC MASTERS PICNIC AT HAWTHORN 

Despite a rain that tried hard late in the day to ruin 
the proceedings, one of the famous outings staged by the 
Master Plumbers Association of Passaic, N. J., was put 
on as successfully as usual at Blasberg’s Farm, Hawthorn, 
N. J., August 12. 

The committee, composed of Chairman J. Weigle, H. 
Pruzansky, R. Schleich, C. Gray, J. Baker and C. Mac- 
Bride, had arranged for a baseball game between the 
plumbers and salesmen. After a furious battle, the plumb- 
ers again proved their superiority, the final outcome fa- 
voring the masters 10 to 6. The masters’ team was made 
up of J. Weigle, R. Schleich, H. Pruzansky, J. Paccilo, 
J. Baker, F. Fillio, J. Shedlock, F. Richardson and 8. 
Dininio, while their opponents put P. Gilmour, R. Scott, 
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Top picture: A group of children in attendance at the out- 

ing. —Middie picture: Mra. and Mr. Frank Seangarello; Mr. 

and Mra. Frank Richardson.—Bottom picture: A group of 
ladies attending the outing 





W. Palco, P. Hopsnoze, W. Melnech, J. Fagan, H. Freen Archie Smith came in ahead in the 50-yard dash for 
and H. Kane in the field. plumbers, winning a kit, but Passaic made the score all 

Clifton, N. J., scored first in the field events, when even in the ball throwing contest when John Shedlock 
LJ ee ee eee ees ee eee ee a) 





al HUDSON 


_ The Hudson Line of Quality Brass 
Goods is not only mighty attrac- 
tive in materials, workmanship and 

_ prices, but is so complete that 

' you can always find exactly what 


you need for each particular job. 


| Hudson No. 460 N. P. Pop-up | 
Basin Waste with China knob and 
N. P. flange and Hudson No. 451 
N. P. Cast Brass Standing Basin 
Waste with China knob, are but 
two items from a famous line. 


ws 











Write for Latest Cata'og | 
No. 460 Showing the Others—NOW. 
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Hudson Brass Works, Inc. 


Brooklyn, N. Y. 
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UALITY--- 


The First Consideration 


The business success of many far- 
sighted steamfitters has been due 
to their recognition of the advan- 
tages of quality products over those 
sold purely on price. 


If you wish to be certain of the 
quality of everything entering into 
your heating installations, you can 
always depend on Commonwealth 
Lavigne Radiator Valves. These 
valves are sold on merit alone and 
quality is never sacrificed to meet 
market fluctuations in price. 





You will find it good business to 
install Commonwealth Lavigne 
Radiator Valves and your judg- 
ment will be reflected in the satis- 


faction of your client. 


Top picture: A group of master plumbers and salesmen with 
the police escort.—Second picture: J. J. Callahan, New York 
City manager of the John Wood Mfg. Co.; R. Mason of the 
same company; Joseph Baker; Charles Cohen; Roy Schleich, 
president of the Passaic association.—Third picture: L. Felt- 
hammer; H. Vogel; W. Walsh of the Ruud Mfg. Co.; B. Stein- 
berg: H. Blauman of the Best Mfg. Co.; H. Pruzansky and 
his daughter.—Bottom picture: Samuel Taylor; John Camp- 
bell; A. Karl; I. Batkin; C. K. Kuyl; C. De Graf 


COMMONWEALTH 
BRASS CORPORATION 


DETROIT, 
MICH. 


tossed the sphere the furthest, taking a gold pen and 
pencil. 

The salesmen were the next winners, outpulling the 
masters in the tug of war. Each salesman now has a 
flashlight for his car in consequence. Then the honor of 
the Schleich family was upheld when Harry, son of the 
association president, took first in the 50-yard dash for 
boys, a wrist watch being the prize. 

Probably the most bitterly contested event of the day 
was the broom polo match between South Bergen mas- 
ters and Passaic plumbers, the contest ending in a tie 
ecore. Casualties were zero, despite wild swinging of 
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brooms. 
Your | There was just time for the kiddies’ treasure hunt 
Jobber | before the rain started pounding down in earnest. Henry 
Can | Hoffmeier was the lucky lad, his cleverness being re- 
| warded with a scooter. The rest of the games were post- 
Supply | poned, the party adjourning to a drier spot for dinner, 
You | at which each of the ladies was given a beautiful com- 


| pact case, 





OUTING DATE POSTPONED BY ASBURY PARK 
ASSOCIATION 
The twenty-third annual outing and clambake of the 
Master Plumbers’ Association of Asbury Park, N. J., and 
vicinity to be held at Perrine’s Woods, Manasquan, N. J., 
will take place September 2 instead of August 26, ac- 
cording to a recent change in the plans of the association. 


\ \ a‘ x 
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BRONX ASSOCIATION CHANGES OUTING DATE 


The date for the annual outing of the Association of | 


Master Plumbers’ Bronx branch, New York, formerly set 
at September 8, has been changed to September 15. The 


place, Karatsonyi’s Park, Glen Cove, L. I., remains the 
same. 





CHICAGO HEATING AND PIPING ASSOCIATION 
HOLDS SECOND ANNUAL OUTING 

Repeating the complete success of its first outing last 
year, the Chicago Heating and Piping Association’s second 
annual outing, held Aug. 14 at Schiller Park in a beautiful 
Illinois forest preserve, consolidates the association’s 
claim to be considered a first-class host. 

Attention having been given to basket lunches, the 
afternoon program of events was opened with the usual 
ball game between the contractors and the journeymen. 
The latter team, as it did last year, took the contractors 
into camp. But the employers this year gave a convinc- 
ing performance in the tug of war contest by winning two 
out of three trials with apparent ease. The score of the 
ball game was 10 to 3. 

A card of fourteen races, a fat ladies’ rolling pin throw- 
ing contest, the tug of war event, a horseshoe pitching 
contest and two Charleston contests were run off during 
the afternoon with the following results: 

Girls’ race, to 7 years: Won by .Dolores Coan, roller 
skates; second, Loretta Gartelman, vanity box; third, 
Catherine Kirby, box of candy. 

Boys’ race, to 7 years: Won by John Donovan, roller 
skates; second, Thomas Coan, indoor ball and bat; third, 
Paul Balou, catcher’s mitt. 

tirls’ race, from 7 to 11 years: Won by Edith Rowland, 
croquet set; second, Mary Clark, sun shade; third, Ruth 
Kreml, Charleston bag. 

Boys’ race, from 7 to 11 years: Won by John Coan, cro- 
quet set; second, John Larak, football; third, Harry Pat- 
ten, bat. 

Girls’ race, from 11 to 15 years: Won by Marian Coan, 
camera; second, France Fairchild, silk scarf; third, Flo- 
rence Barnes, handkerchiefs. 

Boys’ 3-legged race, 11 to 16 years: Won by Ray Win- 
neberger and James Havel, cameras; second, John Larak 
and Raymond Patzman, fielder’s gloves; third, Frank Mil- 
ler and Andrew Smith, scout knives. 

Misses’ race, 15 and over: Won by Franc Fairchild, 
hand bag; second, Freda Zimmerman, sterling chain; 
third, Florence Barnes, electric curler. 

Young men’s race, 16 years and over: Won by Sam 
Fairman, pencil; second, Roy Parker, pocket knife; third, 
H. F. Brown, flashlight. 

Fat ladies’ rolling pin throwing contest: Won by Mrs. 
Schieman, with a throw of 64 feet, linen luncheon set; 
second, Mrs. Brode, 62 feet, bath mat; third, Mrs. Clark, 
58 feet, toilet water. 

Fat men’s race: Won by W. Borman, thermos jug; sec- 
ond, Roy Parker, fountain pen and pencil; third, G. A. 
Fyfe, shaving set. 

Married ladies’ potato race: Won by Mrs. A. D. Allen, 
linen luncheon set; second, Mrs. H. Richardson, lace dres- 
ser scarf; third, Mrs. C. E. Barnes, guest towel. 

Married men’s wheel-barrow race: Won by E. Rausch 
and Jack Shaw, casting poles; second, Roy Parker and 
FE. L. Beech, steel knives; third, F. Smith and A. Schwind, 
cigarettes. 

Salesmen’s race: Won by W. M. Vogel of Crane Co., 
fountain pen; second, H. Harris, of James B. Clow & 


Sons, box of cigars; third, E. H. Christensen of Pacific 
| 


soilers Co., carton of cigarettes. 
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‘*‘CHICAGO”’ 


NO. 2 


Power Pipe Thread- 
ing Machine 





For 
Production and Precision 
Threading 


PORTABLE 


Cc it “to 2’ Pi 
~~ if. to 14" Boi 
FEATURING: 


. Quick Die Change 
Automatic Die Head 
Three Speeds 
Perfected Oil Control 


Send for Catalog. 











CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 RacinejSt., RACINE, WIS., U. S. A. 





Write for 
Catalog 


Armstrong Bros. 


ADJUSTABLE 


PIPE DIES and STOCKS 


Improved Design—Cut Like Lathe Tools 
Dies are Alloy Tool Steel. Chasers are backed off making 
them easy cutting and long lasting. 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. Chicago, U. S. A. 

















YOUNG 


CENTRIFUGAL VACUUM 
- AND BOILER FEED 


PUMPS 


Practically no attention required. Young Pumps for vacuum heating 


Supplied in 
Stardard Units 
of Seten Capacities 








systems run without attention except for an occasional olling of motor and 
pump bearings. Stuffing box of pump meeds pac king only once in 2 or 3 years 
coMT a: FUGAL Bulletin No. 5, describing complete line of pumps, will 
be mailed on request. 

H i ' 
; ; YOUNG PUMp COMPANY 
—e —_— ee PORE 

DUNHAM BUILDING 
450 East Ohio Street, Chicago 








Protection 
and 
Convenience 


PROTECTION because cracked sections and burned 
boilers are next to impossible with a McDonnell ©& 
Miller Duplex Water Feeder. 
CONVENIENCE because you can forget the water- 
line—manual control is eliminated. 
That’s why McDonnell& Miller Duplex Water Feeders 
are so popular with heating contractors. 

Ask for Bulletin D 5. 


MSDONNELL & MILLER 9) 





WRIGLEY BUILDING, CHICAGO 





Eastern Warehouse Stock, Bush Terminal, N. Y 
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SUPERIOR 


SOIL PIPE 
and FITTINGS 


SANITARY CO. OF AMERICA 


LINFIELD, PA. 
































, = 200 Gal. Per Hour Pump | 


5 GAL. PRESSURE TANK 


$895° List F. 0. B. Dayton, O 
Large Discount to Plumbing 
Contractors 


heater 
eq wil 
oy ey eee Motor 4 
in the thing for small homes 
cistern installations. 
offer. Dealers are ordering 
“Hot-Cakes.” 
» * te line of Shallow and Deep 
Well Pumps, Water Softeners and 
Septic —— is & proper size 


f 
"7 ae! Ay for “Green Book” 


The Uniflow Pump & Mfg. Co. 


Fifth and Perry Sts. -t- Dayton, Ohio 








Sens 


Flash Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 

Water Closets for every type or class of 
service 

Frost Proof Closets. 
or after fi 


Direct flush 
Write for catalog. 


Philip Haas Co., Dayton, O. 











UNCONDITIONALLY GUARANTEED 


»ARROW> 
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PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Com 


Clare and Kioman Sts. Baltimore, Md 
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Journeymen’s race: Won by Sam Fairman, box of 
second, R. Williams, one dozen canvas gloves: 

Roy Parker, aluminum rule. 

Won by C. Moore, desk lamp; sec- 

third, H. F. Brown, cigars. 
Charleston contest for girls from 9 to 15 years: First 

prize to Georgia Tropf; second, Virginia Tropf; third, 

France Fairchild. Each of these girls received a box of 


cigars; 
third, 
Contractors’ race: 


candy, as did two older girls who danced when it was 
found impossible to make up couples for a Charleston 
contest. 


The day was a thoroughly enjoyable one. The families 
of the contractors and journeymen formed an apprecia- 
tive audience, and the men themselves formed a very ob- 


| serving audience during the rolling pin throwing contest, 
| with a great deal of good-natured warnings offered to 


|} and W. 


| at Elm Beach August 18. 


| basket filled with candy for her efforts. 


the men whose wives won the three prizes. - 

The entertainment committee was headed by R. J. 
Groph, who was assisted by H. Neustedt, William Borman 
Burns. The busy refreshment committee had for 
its chairman G. H. Dahlquist, who is secretary of the 
association. He was ably abetted in his efforts by Don- 
ald E. Carpen, Louis Conrad, A. Eichel, G. Nelson and 
F. J. Smith. 

The ball teams were as follows: Contractors: Christen- 
sen catcher; Cogley pitcher; Meany 1b; Lavell 2b; Shil- 
ler 3b; O'Malley ss; Neustedt ss; Rand rf; Barnes cf; 
Allen lf. Journeymen: Wilson ss; Williams If; Hen- 
drickson 3b; Lowes cf; O’Neill 2b; Hemingway catcher; 
R. Barnes 1b; Miller ss; Delato pitcher; C. Barnes rf 

The teams for the tug of war were: Contractors: Wm. 
Borman, J. F. Lockwood, G. A. Fyfe, C. W. Jones, H. D 
Allen, R. Barnes and L. Nelson. Journeymen: Harrop, 
Schieman, C. Barnes, J. Schenan, Delato, Falkenberg and 
Parker. 





RAIN FAILS TO SPOIL YORK OUTING 


In spite of a rain which really was a deluge, the York 
Master Plumbers’ Association held its third annual outing 
Ladies and children were on 
hand early for the start and after some delay, the caravan 
left York for the drive to the beach. On arrival, lunch 
in large quantities was taken from equally large baskets, 
and under a pavillion everyone enjoyed unusual picnic del- 
icacies. 

Ralph Peel of the Wolverine Brass Works, attended 
with his family and showed rare foresight in packing a 
camp stove from which he produced steaming coffee by 
the gallon. After lunch Mrs. James Simmons, president 
of the York Ladies’ Auxiliary, ran off the athletic events. 
Madeline Tracy of York scrambled for peanuts better 
than the rest of the larger children, and received a work 
Mary Hoffman 
won the same event for smaller children and was given a 
game. 

A kiddies’ balloon race proved a source of real amuse- 
ment, Margaret Picking being the highest stepper and 
winning a doll in a cradle as first prize, Romaine Tracy 
getting a ball for second prize. 

In the balloon race for ladies, 25 took part, and Mrs 
William Zuck won and received a hand embroidered towel 
In this event Mrs. John Picking was unfortunate enough 
to have three of the ladies chase her at once and was 
soon disqualified. Mrs. E. A. Wise hopped, stepped and 


| jumped further than any of the other ladies and was 


awarded a box of fine stationery. Mrs. Philip Smith was 
second. 
William Zuck of the Careva Co., Inc., was on hand with 


all his star aggregation of ball tossers but couldn’t have 
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them perform against the York masters because rain 
washed out the diamond and made the outfield a marsh. 


The men’s sporting events were run off by J. S. Simmons, | 


president of the association; John Picking, Eugene Wise 
and William Zuck. 

Dancing was enjoyed in the evening, a fine orchestra 
from York providing the music. Mrs. BE. A. Wise and 
Charles Wise were the prize winners in the spot dance. 

At a late hour the homeward journey was started, 
everyone congratulating the committee for its success in 











At the annual convention of the California State Association 

«ft Master Plumbers, held recently at Los Angeles.—Top row, 

left to right: John Agrella and Mrs. Agrelia, of Oakland, 

and L. J. Stauffler, chairman of sightseeing committee.—Bot- 

tom picture: Mr. and Mrs. Harry Sheridan and Mrs. and Mr. 
John Cooper, all of Onkland 


putting over the outing in spite of the unfavorable weath- 
er. This committee consisted of George Picking, chair- 
man, Eugene A. Wise, Roy Hoffman, C. W. Brown and 
E. Selak. 





DAYTON MASTERS ENJOY STAG OUTING 

Ebbers Grove, near Dayton, Ohio, was the scene August 
12 of the old-fashioned stag picnic of the Master Plumb- 
ers’ Association of Dayton, and master plumbers of that 
and neighboring cities gathered there for the outing. Rain 
tried its best to dampen the spirits of the picnickers 
earlier in the day, but in spite of this, many attended. 

A number of games and contests entertained the pic- 
nickers during the day, the outstanding contest of the day 
being a game of quoits between the master plumbers of 
Dayton and their guests, the master plumbers of Cincin- 
nati. The game finally ended in a tie. 

A delightful dinner was served in the evening, and 
several members were called on to give short talks. After 
dinner, prizes were awarded to Fred Meyer, Carl Spatz 
and John Haas for their efforts. 

Guests of the Dayton masters at the outing were: John 
J. Vogelpohl, past National president; Edward Frank, 
past Ohio state president; J. Meyers; William Tillett; 
M. Burgy; J. McCarthy, local secretary, all of Cincinnati: 
William Fischer of Columbus, state president; William 
Yackley, chief plumbing inspector and Charles Detwiller, 
Plumbing inspector, both of Dayton. The committee in 
charge of the outing which was so thoroughly enjoyed by 
all in attendance, was composed of the following; Samuel 
Fahrer, chairman, Henry Blank, Henry Grimes, Harry 
Wagner and William Brinck. 


| 
| 
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No. §6—%-inch Compound Injector. Patented 
in U. 8., Canada and Foreign Countries 


Give your customers greater satisfaction and 
make an extra profit by installing this reliable 
Automatic Water Softener and Scale Remover. 
It has proven by actual performance to be the 
most dependable device of its type. Write 
for details. 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D No. Laramie Ave. Chicago, IJIl., U. S. A. 


Originators, designers and Sole Manufacturers of 
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M PIPE FITTINGS 


Trade Mark 


IRON BODY GATE VALVES 





trade Mars 





Sizes 
2” to 12” 
Inclusive 












Manufactured by 
ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 

GENERAL OFFICES: 1801 DIVERSEY PARKWAY 
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READING MASTERS PROVE BETTER BALL PLAYERS 
THAN YORK 

The Master Plumbers’ 
ball team defeated a team representing the York, Pa., 
Association in a recent game staged on the Meadow Field 
diamond at York, 14-11. Reading started off in the first 
inning to make victory certain by 


Reading, Pa., Association base- 


scoring five runs and 
scored in every inning of the six inning encounter. How- 
ever, with the 14 to 5 against them, the York bat- 
inning rally, six runners crossing the 
plate before the third man was out. The feature of the 


game was the home run made by Catcher Wagner of the 


score 


ters staged a last 


winners, the ball landing in a creek outside of the 

grounds. 
The box score 
Reading York 

RH AE R HAE 

Foster, 2b ; . a a R. Hoffman, 2b...1 1 1 1 

Rothenberger, p..3 2 1 0 King, p.. ‘ 21 0 0 

Wachter, ib 7 ak oo, P. Smith, 1b.. 023 1 

Wagner, c 323 90 1 J. Becker, c 0 1 0 90 

Shearer, If 2 0 0 90 Weichert, lf 5 o 0 0 1 

Ulrich, 3b ; i233 3 R. Behler, 3b . 2) 248 

Matthews, cf 0 1 0 90 F. Hoffman, cf 1 0 0 1 

Keller, rf » : ie 0 0 Steinmetz, rf 3 2 0 0 

Carvedi, ss wee 2 BF 2 Lanius, 8S........ S46 3 

STOUR, G.cciced 8 2 6 

Wise, p ae ee Be 

Totals 141210 5 Total 111112 6 

ore by inning 
Reading . =e Ff 1 2—14 
York a% 3 0 1 3 0 1 6 11 


After the game the players enjoyed a swim in the swim- 
White Park, then all partook of a 
Dutch supper, served at the Lincoln Highway hotel. Dur- 
ing the discussion at the dinner, the Reading team prom- 


ming pool at Rose 


RADIAT ORU 
HANGERS 








A Labor Saver 


The extremely liberal adjust- 
ments on Moore’s Hangers 
41-inch vertical, 21-inch hori- 
zontal—eliminate the necessity 
of those tedious, exact measure- 
ments in installation. It is easy 
to make adjustments after in- 
stallation, too, either up, down or 
sideways. 
The Moore Hanger is concealed 
and can be hung with one anchor 
bolt. Their simple mechanism 
makes them very easy to install. 
e Ask your jobber about them. 
Bottom Hung 
Wel Carty & Moore Eng. Co. 


(Incorporated) 


611 W. Larned Street 
DETROIT, MICH. 


Single Row 








ENGINEERING 


August 28, 1926 





Some prominent master plumbers from the state of Wash- 
ington. Left to right: R. M. Westover, of Everett; R. E, 
Thompson, recently elected president of the Washington as- 
sociation; W. J. Ashwell of Seattle, past president of the 
state associntion; J. F. Seott, president of the Longview as- 
Richards of Everett, state secretary; ©. C. 
of Bellingham 


sociation; R. M. 
Tegenfeldt, 


ised the losers a return game in the near future. The 
York team has also played the Lancaster Master Plumbers 





PHILADELPHIA Y. M. C. A. HAS FOREMAN CLASS 


The important subject of foreman training, advocated 
by the State College at the 1926 state convention of the 
Pennsylvania Master Plumbers’ Association, has been 
taken up by the Y. M. C. A. of Philadelphia, which has 
decided to organize a class for foremen. The course is 
designed for journeymen and foreman plumbers who de- 
sire a thorough knowledge of job management and the 


advanced science and technic of the trade necessary to 














| A Return Line 
VACUUM PUMP 


without a Peer 

















Capacity, Efficiency and 
Quality Guaranteed | 
Sold on Honor | 
| 

| 

} 






















at Right Price 


Economy Pumping Machinery Co. 
87-122 N. Curtis St. Chicago 





District Agents Everywhere 
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qualify them as general foremen and superintendents. )$ —EEEEEEEEEE 
5 >» of th bje t k are: 2man’s 

relations with employer, with his men, with customers, | CURTIN HIGH GRADE TANK FITTINGS 


with architects and with general contractors; eliminating 





waste in labor and materials; layout of jobs; interpreting for low tanks are made from the best 
plans and specifications to others; sanitation; quantity material obtainable. With skilled work- 
surveying and cost estimating; salesmanship, and prac- men and rigid inspection of the finished 
tical science, including both physics and chemistry. The articles, we produce fixtures which give 


course will run for one term of 30 weeks, one evening 
a week, beginning October 4th. 

The regular three-year plumbers apprentice course, 
which has been operated successfully for several years, 
has been revised and larger quarters have been assigned 
for the use of the pupils. Registration for this course, | 
which is under the supervision of John Bross of the bu- 


reau of plumbing inspection, may be made after September == A. F. CURTIN VALVE CO., Medford, Mass. 
6 at the Central Y. M. C. A., in Philadelphia. silane een 


PRARERERR SERRE REED 


Ob ituary | The Post Can’t Pull Out of This 


Joseph J. Houle “LUCKY STRIKE’’ 


Joseph J. Houle, one of the most widely known master | Solid Basin and 
plumbers in New England, died at his home in Newbury- Bath St 
a opper 


port, Mass., on August 10. Mr. Houle was in his 79th 

year. He was born in Canada but came to the United | because it is molded in to solid 
Santen dein teats GR wens one ond lensneld the shemnbion rubber. The superiority in qual- 
states m¢ 3 an 6 _— ago ant earnec 1e plumping | ity more than offsets the small 
trade. He then organized the firm of Sawyer & Houle difference in cost. When ordering 


in Newburyport, which was successfully conducted for from your jobber be sure and spec- 
many years, selling out to I. F. Littlefield & Son. He ify “LUCKY STRIKE” solid. 


then went to Biddeford, Me., where he established a LAVELLE RUBBER COMPANY 
plumbing and heating business, which he conducted until | 320 W. Illinois St. - Chicago, Ils. 
he retired from active business two years ago. He was seat M ahaa aMa"aMa aaa aaa a aaa eee eee eee ee ee ee 
a former member of the Massachusetts and Maine State 
Associations of Master Plumbers and of the Masons, Odd 
Fellows and Red Men. 


both full value and long service to our 
customers. They have many patented 
and practical features. 


Ask your jobber for the Curtin Tank Fittings. 













































The Red Brass 
Fitting Line 


We make all styles of fittings, 
in round or flat bead. When 
ordering from your jobber ask 


for PHOENIX, 







\\ Phoenix Brass Foundry 
\ Irvington, N. J. 
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ESTABROOK’S 
+ 














Deep Seal Cesspool 


is well adapted for use in base- 
ments, garages, and stables. 
Made in two sizes—12 and 18 
Photographs taken at the annual outing of the Milwaukee inches deep. Diameter 10 
South Side Pleasure Club held August 5.—Top picture, left inches. Outlet 3 inches. Order 
to right: F. W. Rogers of the Cordes Supply Co., L. K. f ‘obt 

Bruckner of the Bruckner Specialty Co., F. J. Reichert of the rom your jobber. 
Milwaukee Plumbing and Heating Supply Co., Louis M. Korn- 


reich of the Rundle-Spence Mfg. Co.—Bottom picture: George 
J. Bronankant, A. A. Hoffman, secretary of the club; Stanley 











R. Estabrook’s Sons 



































Dereszynski, Charies Priegl, Sr., president of the club; 204 First Street 

Charles Priegl, Jr. H. H. Borkenhagen, treasurer; Barney South Boston, Mass. 

Dereszynski; all members of the outing committee of the Js 
Milwaukee South Side Pleasure Club 
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The Progressive Plumber 


Does not tear down 
the old pipe and rust- 
ed-on fittings when he 
connects an auxiliary 
water heater. 

He simply drills 
two 13,” holes in the 
side of the boiler at any available point, 
using the handy little LINDGREN TANK 
DRILL—one hole about 4” from the top 
and the other 8” from the bottom. 

In these holes he assembles two LEAD 
SEAL TANK COUPLINGS and makes the 
connection to them. 





Thereby he not only makes a more 
effective installation in less than half 
the time, but avoids breaking old, rusted 
fittings and ‘‘springing”’ the boiler spuds. 

The drills, couplings and 41 other fit- 
tings are described in Bulletin-Catalog 
No. 3C. Have you written for your copy? 


The Slack-Horner Brass Mfg. Co. 


Denver, Colorado 
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BASIN FAUCETS 


PATENTED OCT. 20, 1928 


wO 


NO WEAR ON BODY 









v 











3 D-477 —— MODEL” 

A decided improvement that makes them practically everlasting. 

The Basin faucets have bronze removable seats, hard vulcanized Rubber 
Seat Washers, non-rising, stem-direct pressure. “Principal” of stem, against 
seats, no grinding or twisting and very smooth working. The body of the 
faucet is not threaded to engage the stem and (outside of the Bronze Re- 


movable Seat) the body of these faucets are absolutely everlasting. 
Removable seats will be appreciated by users and in the ‘‘NOwOB”’ 
construction not only the seat but all wearing parts are renewable. 
Rainbow fixtures have always been in demand—the ‘‘NOwWOB”’ con- 
struction makes them better than ever. 


LIST PRICE $18.00 each Write your jobber for prices 


STREET & KENT MFG. CO. 


1954-64 Clybourn Avenue : CHICAGO, ILL, 
Manufacturers in Chicago since 1888 
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At the annual convention of the Oregon Master Plumbers’ 


| Association. held recently at Corvallis.—Top picture, left to 


| right: 
| State Association; C. 8. Whitcomb and F. F. Burfitt, both of 


| Bettom picture: 


The new ‘‘Rainbow’’ is now fitted with | 


| of Stockton, Calif., on Tuesday, August 10. 


| Sanitation Development League of San Francisco 


Ww. F. Eckart, Seattle, delegate from Washington 
Portiand.—Middle picture: A. L. Williamson, Eugene, Ore.; 
A. G. Rushlight, Portland, and N. Armes, Forest Grove, (Ore. 
Karl Drillica, Portland; Geo. L. Hurley, 


Albany, Ore., and Otto Schulz, Portland 


ADDRESSES LIONS CLUB OF STOCKTON, CALIF. 
Vv. A. Edgeworth, secretary of the Oakland, Berkeley 


| and Alameda, Calif., Master Plumbers’ association talked 


on “The Romance of Sanitation” before the Lions Club 
Mr. Edge- 


worth is a member of the speakers bureau of the California 
and 


| has been much in demand by business organizations. 


| Pa.; 


| 





DENVER APPRENTICES HOLD FIRST OUTING 

Plumbers’ apprentices of Denver, local No. 3, Colo., 
gathered at the Indian Hills picnic grounds in the moun- 
tains west of Denver, August 15, for the first annual pic- 
nic of the organization. A ball game, sporting events 
and various contests furnished entertainment. 

The arrangements committee was composed of Wil- 
liam G. Jackson, Charles Clayton, Clarence Kreutz, Theo- 
dore G. Lally, Harry Rushton and Earl Wirth. 





LECTURE DATES OF THE NATIONAL TRADE 
EXTENSION BUREAU 


The National Trade Extension Bureau, of Evansville, 
Ind., has announced these itineraries for its lecturers: 

W. G. Archer: September 1, Altoona, Pa.; 3, Pittsburch, 
7, Wheeling, W. Va.; 9-10, Dayton, Ohio; Sept. 20- 
Oct. 8, State of Connecticut. 

W. C. DeBold: September 7-9, Roanoke, Va.; 10-11, 
Danville, Va.; 13-14, Charlotte, Va.; 15-17, Staunton, V 
18-21, Lynchburg, Va.; Sept. 23-Oct. 5, Norfolk, Va. 

During the month of September B. J. O’Donnell will 
work New York State and New Jersey. 
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New Business Uentures 


rhe Arthur Plumbing Corp., Bronx, N. Y., has been in- 


gust 28, 1926 


= 


corporated recently with a capital of $20,000. Joseph J 
Weiss, 276 Fifth avenue, New York City, Arthur H. Rush 
and Samuel L. Weyl are the directors of the new company. 

H. C. Seott has engaged in the plumbing and heating 
husiness in Three Forks. Mont. 

The Riverside Plumbing Shop has opened for business 
in Eagle River, Wis. 

The Hayward Hardware Co., which recently engaged 
in business in Hayward, Wis., has a well equipped plumb- 
ing and heating department. 

James W. Reardon, Inc., Troy, N. Y., has been incorpo- 
rated to install heating, ventilating and plumbing sys- 
tems. The directors of the company are James W 
Reardon, 200 Eighteenth street, Frederick T. Schilling 
and Ella M. Larkin. 

Harry B. Turner and A. L. Bezanson have organized 
the Felton-Turner Heating Co. and have opened a shop 
at 34 Warren street, Roxbury, Mass. 

The Specialty Plumbing Co., New York City, has been 
incorporated with a capital of $5,000. by H. Greenspan 
and associates, to deal in plumbing goods. 

rhe Home Plumbing & Heating Service Corp., Brook- 
Ivn, N. Y., has been incorporated by S. H. Ellman and R 
Schumer, to conduct a general plumbing and heating 
contracting business, 


Alonzo B, Hayden, Front street, Pass Christian, Miss., 
has been awarded the heating and plumbing contracts on 
the new $45,000 Hancock County Bank branch bank at 
Long Beach, Miss. 

The Standard Plumbing & Heating Co., of Spokane, 
Wash., has been awarded the heating contract on the 
new Arlington high school on a bid of $14,000. 








= — 


\t the annual convention of the Florida Master Plumbers’ 
Association, held recently at Miami.—Top row, left to right: 
VW. L. Daniels, Wilbur KR. Dosher, National Secretary and H. 
(. Whitney, all of Wilmington, N. C.; Mra. T. H. Thompson, 
retiring president of Jacksonville, Fla., Auxiliary; Mra. E. D. 
Hornbrook, National president of Ladies’ Auxiliary; W. J. 
Edetblut of Fort Myers, retiring president of Florida State 
ivsociation, and Charles Chapman of Jacksonville, retiring 
vice president of the State Association.—Bottom row: W. H. 
Kainwater and J. H. Weidmuller, both of Fort Lauderdale, 
Pia. J. Walker and W. J. Edelblut, both of Fort Myers; 0. 0. 
Blawvelt and Johnny O'Hare, both of St. Petersburg 
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There is no 
corrosion in 
Badger 


Copper Boilers 


Rust, corrosion, sediment, 
plugging these wasteful, 
costly effects of poor water 
are definitely stopped in Bad- 
ger Copper Boilers. 


That is why Badger boilers 
are lifetime insurance against 
wear and a positive guarantee 
of clean, hot water. 


Tinned on all surfaces in 
contact with water — both 
spherical heads riveted 
and soldered to shell, riveted 
for extra strength in a unique 
Badger way—heavy - copper 
construction throughout 
guaranteed for five years and 
good for a lifetime. 


These are a few reasons why 
when you handle Badger boil- 
ers you are building the ever- 
lasting goodwill of your cus- 
tomers—-and the only come 
back will be a come back for 
more. 


Write for Details of Sizes 
and Prices 





Badger Expansion Joints 


Badger self equalizing expansion joints for steam. hot water 


li over 


or gas are used by plumbing and heating contractors ali 
the country. They are of packless, one piece construction 
and never require attention Easily installed. Complets 
line of sizes. Write for list 


E. B. Badger & Sons Co. 


75 Pitts Street ¢3 
New York: 101 Park Ave. Toledo, Ohio: Ohio Bldg 
Tulsa, Okla.: Mid-Continent Bldg. 





Boston, Mass. 








ean 
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One Man can carry a 
MARTINin one hand 





The Martin Portable Vise Stand and Pipe 
Bender is really portable. Weighs only 
50 lbs. Can be set up in a few seconds and 
is perfectly rigid. Let us ship you one on 
ten days free trial. 


Write Today 


H. P. MARTIN & SONS 
626 E. 2nd Street 








Owensboro, Ky. 











“Acid resistant” =HOW resistant? 


Many kinds of pipe are sold as “acid resistant”. 

This phrase, “acid resistant’’, is pretty flexible. 

The point to make sure of is HOW resistant. For a month? 
A year? How long will it last, carrying acid or acid waste? 


Duriron drain pipe is the pipe of NO EXCEPTIONS. It 


will last as long as the building—and then some. 


When you need 100%, acid resistant pipe, Duriron is in a 
class by itself 


Duriron is produced on 


mm DURIRON COMPANY 




















DAYTON -OHIO 
Our 


Summer Price Sheet 


Shows the LOWEST PRICES we have ever made on 


Starbuck Plumbing Tools 


and Starbuck Publications 


Effective until September 15th. Send for it. 


R. M. STARBUCK & SONS, Inc. 


42 ALLYN STREET rT) rT) HARTFORD, CONN. 
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Business (3 hanges 
The Hot Springs Plumbing Co., Hot Springs, Ark., one 


of the oldest plumbing firms in that city, recently sir- 
rendered its charter to the state and disposed of its stock 


and business to the F. C. Stearns Hardware Co., of tliat 
city. George Callahan, proprietor of the plumbing com- 
pany is retiring, after having owned it for twenty-fvur 
years. The company was organized in 1884. 


The Ha! Engineering Co., Inc., plumbing contractor now 
located on Jamaica avenue, Queens, N. Y., has recent 
purchased a lot boulevard just south 
Hollis avenue in that city, and plans to build a new build- 
ing on that site. 


on Springfield 





W. C. Abbott of Pittsfield, Ill., recently closed out his 
plumbing business in that city, and has accepted a posi- 
tion as secretary of the Metal Contractors association of 
Ohio, with headquarters at Columbus. 

Thomas O’Connell, well Known master plumber of 


who has been an alderman of the 
executive committee for 


Montreal, Can., 
city and of 
years, has accepted the pressing invitation of the Con- 
servative citizens of St. Antoine electoral division, Mon- 
treal, to be candidate for the Federal house of Commons, 
the ticket, in the 


Que., 


member its many 


on Conservative general election due 


} next month. 





| 
| 
| 





ELECTED MEMBER OF BOARD OF TRUSTEES 


Ambrose H. Higham, past president of the Utah State 
Association of Sanitary and Heating Engineers, was 
elected a member of the board of trustees of the Salt 


Lake City Association of Sanitary and Heating Engineers 
the regular semi-monthly meeting held August 5. O. 
B. Fitzgerald, representing the journeymen’s union, spoke 
on the necessity of the masters and journeymen working 
President R. D. Evans was in the chair. 


at 


together 














At the annual convention of the New Jersey State Master 
Plumbers’ Association, held recently at Camden—Top row, 
left to right: C. W. Wanger, of Woodward-Wanger Co., Phil- 
adelphia; J. F. Pickell, of Abram Cox Co., Philadelphia, and 
J. F. String, of J. 8S. & J. F. String, New Haven, Conn.— 
Bottom row: Harry B. Lents, president, Peerless Pennsy!- 
vania Co., Philadelphia; Lee Turner, A. M. Byers Co., Pitts- 
burgh, Pa.; E. H. Platz, Jr., Duriron Co., Inc., Dayton, Ohio, 
and John J. Corcoran, past president of New Jersey State 
Association, holding gavel presented to him by the Ladics 
Auxiliary 
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Wom en’s Auxiliaries 


Tulsa Women’s Auxiliary Gives Basket Picnic 
The Tulsa, Okla., Women’s Auxiliary entertained the 
members of the Society of Sanitary and Heating Engi- 
neers at a basket picnic recently at Miller’s Lake near 
Tulsa. About 75 of the masters, their wives and children 
attended. Swimming, boating and games were first in 
order, and when the dinner bell sounded, all were ready 
to do justice to the fine luncheon provided by the ladies. 
Everyone agreed that the committee was entitled to a 
special vote of thanks. The party ended at a late hour, 
after deciding that they would return to Miller’s Lake 
for another picnic later on. This was the third picnic 
the Tulsa Women’s Auxiliary has held this summer. 
Fort Worth Auxiliary Gives Picnic 
The Women’s Auxiliary to the Fort Worth, Tex., Mas- 
ter Plumbers’ Association entertained the master plumb- 
ers at a picnic given July 20 at Mayers Creek, a nearby 
resort. A basket lunch was served at 6:30, followed by 
a swimming party that lasted until 9 o’clock. Ripe Texas 
watermelons were then served to the picnickers. About 
one hundred members and guests were present, and all 
those fortunate enough to be present felt greatly indebted 
to the women for the good time they had enjoyed. 
Miami Auviliary Makes Plans for Fall Season 
The Miami Women’s Auxiliary held an interesting 
meeting on August 10, when delegates to the national 
convention in Louisville gave their reports. The auxiliary 
is planning a drive for new members, and September will 
see renewed activity. The ladies are planning on making 
meetings for the coming year even more stimulating than 
those in the past. They are taking up the study of sani- 









| TABER-PUMPS 
— eS 


AUTOMATIC 
FLOAT SWITCH 















DISCHARGE 
TO SEWER 





Fig. 194-C 


Midget Sump Pump 


Send for Bulletin 120-B. 


TABER PUMP COMPANY, Buffalo, N.Y. 
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At the anneal convention of the Georgia State e Association of 
Master Plumbers, held recently at Savannah—Top picture: 
Mrs. C, J. Warner, State secretary in center, and her two 
sisters.—Middle picture: Group of ladies attending the con- 
vention.—HKottom picture, left to right: Mesdames W. 8. 
Chapman, E. O. Masters, 0. A. Kimball, W. J. Taylor and 
W. H. Cosgrove, members of the newly formed Savannah 


Auxillary 


tation, and are also devising ways and means for con- 
tributing to the Scholarship fund. 




















BENEATH 
THE 
OUTER 
WALLS 


of a 











Boiler makers 
Sor over 
60 years 









there are features which 
mean a great deal to 
the satisfaction of the 
owner. PLUMBERS 
who recommend this 
boiler either for furn- 
ishing a constant sup- 
ply of hot water for 
schools, hospitals, 
apartment build- 
ings, etc., or as a 


Automatically heater for bungalows, 


7 sarages, stores or 
—— for reenhouses will 
sa nd that many repeat 

ow orders will result be- 


cause of the extreme 
P satisfaction it gives. 
Uses low priced @ 


coal. Send for 
Plumbere’ Special 
—e Catalog and 
Prices 

Hot water sup- 

ply is constant. S WwW I L K S 
ia) : + 

Manufacturing 
Capacities 40 
to 1,400 gallons Company 


Established 1857 
3521 Shields ‘Ave. 
CHICAGO, ILLINOIS 
E. W. Sedgwick, Pres. 


H. M. Sedgwick, 
Secretary and Treasurer 


per hour 
ow 


Heating 200 to 
1,200 square 
feet. 
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| This & That, Here? There 


A new $1,000,000 theater and office building is to be 
erected on the corner of Jefferson street and Kirk avenue. 
Roanoke, Va. The building will be erected by the Sun 
Investment Co., of that city, and will be the tallest build- 


ing in the South 








ECONOMY 


‘onnected Waste and Over- 
flow with Trap 








Frank T. Leighton, 1202 Elm street, Manchester, N 
H has been awarded the heating contract for the new 





£250,000 addition to the Dover high school on St. Thomas 
‘ . 
Some Special Features: 


street, Dover, N. H. The contract amounted to $27,500 


Deep water seal J. W. Donohue. 476 Main street, Springfield, Mass., is 





R sn li preparing plans for an addition to St. Mary’s parochial 
oughs in line school on Sheridan street, Worcester, Mass. 
Will line up straight on any tub | The F. Roff Co., 164 State street, Hartford, Conn., has 


Ali cast brass trimmings, nickel the heating contract and M. A, Fierberg, 1337 Main 


plated street, Hartford, the plumbing contract for the school to 
be constructed on Vance street and Shuttle Meadow 


ss , avenue, New Britain, Conn. 
This fixture is reasonable 


in price and you cannot 
secure a better one no 
matter how much more 
you pay for it. 





liveh M. Appleby, 6° Lynn street, Everett, Mass., has 
been awarded the heating contract for the proposed bank 
and office building at Broadway and Cottage streets for 
the Everett National Bank. 

Osberg & Knowlton, 30 Elm avenue, Fairhaven, Mass 
have been awarded the heating contract for the business 
block on Union street, New Beglford, Mass., for M. T 
Hudner. The plumbing system for this project will be 
installed by Wood Brightman & Co., 47 North Water 
street, New Bedford. 


Manufactured by 


Dearborn Brass Company 
Cedar Rapids, Iowa 


| W. P. Brown, 201% East Court street, Springfield, Mass., 
|} has been awarded the plumbing and heating contract for 





the Pynchon memorial building to be erected on State 





street, Springfield, at a cost of $125,000. 





Osgood & Osgood, Grand, Rapids, Mich., have been 
| commissioned by the Brockton Masonic Temple associa 
A ? 7 | tion to prepare plans for a Masonic temple to be erected 

S em in Brockton, Mass., at a probable cost of $350,000. 

Gore & Daubert, 435 Baronne street, New Orleans, La., 


to buy have been awarded the plumbing and heating contract in 


the erection of the school building at Hashville and 


BUILT-WELL | Loyola avenues, New sales - 
TOILET SEATS | Fw | 


and you'll find they'll buy! | 
When you show ‘em the | 
patented V-lock double dowel | 
construction of the “Built- | 
Well’, seat, the sale is half | 
made. And when you point | 
aes | ont the | carefully selected 
lumber “‘Built - Well” seats 

are made of—well, you try it! 
Ask ’em to buy! Got our | " pease 


catalog? A postal brings it. At the annual outing of the Master Plumbers’ Association of 
Quincey and vicinity, held July 20, at Webster House, Green 
Harbor, Mass.—Top row, left to right: E. L. Baker, execu- 












Patented) 
Sectional view of , 
joint turned up tive representative of the Massachusetts State Association: 


ea aout ° # e Wallace T. Wordell, president of Massachusetts State Asso- 
roses Seestte «e i Ul {x é 9. d. ciation; S. H. Edwards of Quiney; J. J. Kenily, plumbing in- 


bottom Mois 


ture only makes 1458 W. Kinzie St., Chicago, III. 


them tighter 


spector of Quincy, and 'T. G. Smith, superintendent, board of 
health, Quincy.—Middle row: Members of the winning ball 
team, kneeling, J. E. Ludden and J. J. Kenily, umpires: 
standing, S. Chandler, president of Quincy association; T. 4. 











Paradise, secretary of Quincy association; B. Troop, W. B.- 
Skinner, H. B. Skinner, L. J. Barry, Walter Troop, P. Sweeney, 
I. A. Erickson and P. E. Bates 




















August 28, 1926 DOMESTIC ENGINEERING 97 











Tank Fittings of Quality 
1856 ‘*‘McSHANE’’ 1926 





Phe ORIGINAL Compound Lever Ball Cock 
Klevated, Low-Down, Lop and Bottom Supply 
‘Tank Levers and Valves 


McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 


DART 
UNIONS 


costalittle morethan 














| 
| 
| 
| 


a 





ordinary unions, it’s true 

but the difference in qual 
ity is far greater than the 
difference in price. Try them 





on your next job 


E. M. Dart Manufacturing Co. 


The Fairbanks Co., Sales Agents | 





At the annual convention of the Associated Master Plumbers 

of Texas, held recently at San Antonio.—Top picture, left to PROVIDENCE RHODE ISLAND 

right: KR. W. Barnes, R. W. Dawson, E. G. Langhammer, Jr., | | CANADIAN FACTORY: DART UNION LIMITED, TORONTO, ONTARIO 

and W. A. Boatman, all of Duro Co., Dayton, Ohio.—Middle | 

picture: T. Gordon Scott, Ridge Tool Co., Elyria, Ohio; “Sy” } y 

Martin, H. P, Martin & Sons, Owensboro, Ky., and Irving J. | 
| 
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which is being built at Hawthorne avenue and Thirty- 
seventh street by the Christman & Otis Development Co. 
of that city. j 


Water Supply Sys 





Giold, The Sterling Brass Co., Cleveland, Ohio—Bottom pic- . ; 
ture: John H. Dodd, munufacturers agent, Dallas, Tex.; W. 4 i 
B. McClure and B. J. Darius, hoth of Ruud Mfg. Co. ° , | 

| Materials That Serve | 
j a > 
Fox & Co., Portland, Ore., have been awarded the | Longer ‘ 7 
plumbing and heating contracts on the $250,000 theater | pod ary mgr ony ae : i 
KALAMAZOO 7 4 


tems When our 


2 
system is purchased 
the customer pays 
for and receives the : 
} 
! 


result of sixteen 
years of pump 
buildingexperience 
Our pumps are 
noiseless, automa 
tic, and require no 
attentionexceptoil 
ing. Write for details 


Mokler & Dickel, Portland, Ore., are installing the 
plumbing systems in new buildings at 4 East Seventy-first) | 
street North: 16 Kast Seventy-first street North; 1574 
Union avenue, and 792 East Main street, that city. 


G. R. Bennett, Portland, Ore., will build another 
bungalow court for five families at East Twenty-seventh 
and Broadway, that city, at a cost of $25,000. The build- 
ing will have electric refrigeration and tile baths. 


NATIONAL WATER LIFT CO | 
1621 Portage St., Kalamazoo, Mich 
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A business block to cost $39,000 and to be known as 
the Kerr building will be started at once in Longview, 
Wash. 

The Eagle lodge Pe Ell, Wash., will complete plans 
at once for financing a new building. The committee con- 
sists of Ray Cummins, J. L. Mahoney, John Preblski, L. 
Willard and C. Bone. 

Williamson & Co., Eugene, Ore., have been awarded 
the plumbing and heating contracts on the new Baptist | 
church to be built in that city, on a combined bid of 


| 
$17,829. 
! 








Quicker 
and Better | 


Wherever you want to fasten a pipe 
hanger to a concrete ceiling, Phillips 
Self-Drilling Expansion Shells will do a | 
quicker, neater job—-and one that will 
last. Let us send you full details. 


Phillips Drill Co., '°32,coreeni 


on A TELE - DRILLING. 
AU expansion sHELLS 


<> willed 


Standard Plumbing & Heating Co., Portland, Ore., is 
installing the plumbing systems in five new residences for 
H. ©. Kornegay at 4318-4406 Twenty-eighth avenue; for 
J. C. Reisinger at 960 East Lincoln street, and for M. 
N. Hitchcook at 893 The Alameda, that city. 

G. E. Matthews and Hugh C. Phillips, Portland, Ore., 
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Blake Simplex Safety 
Waste Drains are 
good things—noth- 
ing better. 







The only drains with 
the port holes in the 
head, and head remov- 
able at any time, even 
after floor is finished. 
All made of the heavi- 
est material, smooth 
and accurately ma- 
chined. Heads adjust- 
able to meet any varia- 
tion in finished floor. 








No. 20—Sizes 114” to 6” 


The float in the No. 
20is a positive check 
against back water. 
All strainers are 
made to equal the 
area of the trap to 
give easy flow. We 
make a large variety 
of drains for show- 
ers, urinals, roofs, 
etc. 


Write for complete 
catalog 


Jobbers will be glad to 
furnish you these 
fittings 





No. 35—Sizes 114” to 6” 


We can ship from Rock Island or our Los Angeles plant 
Blake Specialty Co., Rock Island, Ill. 


Canadian Service—All Crane Company Branches 
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HERE’S PUMP SERVICE! 
- 








IN 24 HOURS from the time you place your order Chicago 
Pump Company can deliver a ‘“‘Sure Return’’ Condensation 
Pump and Receiver. 

Manufacture on a quantity production basis make the 


Chicago “Sure Return” units unusually LOW IN PRICE. 


The “‘Sure Return’? shown below has been particularly 
designed to meet the demands of the trade for a high grade 
moderately priced unit. 


ee Bae 





All parts in this unit are of the highest grade obtainable, 
and are standard and interchangeable. It is more com- 
pact, takes up less floor space, and requires less attention 
than any other on the market. For pressures up to 10 Ibs. 
and capacities up to 10,000 square feet of direct radiation, 
this unit is unequaled. 

We will gladly send you Bulletin 131 which fully describes 
this unit or information on larger units if you desire. 


CHICAGO PUMP COMPANY 
Bilge Circulating Fire Sewage House Condensation Vacuum 
2322 WOLFRAM STREET CHICAGO, ILLINOIS 


CHICAGO PUMP COMPANY 
| | 


Ser recom Zzc ans 
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At the annual convention of the Georgia State Association of 
Master Plambers, held recently at Savannah.—Top picture, 
Messrs. Newby, Roller, Darby, Miller, Bennett 
Group of del- 


| left to right: 
| and Brown, all of Macon, Ga.—Middle picture: 
egates attending the convention.—Bottom picture, kneeling: 
| R. J. Welsh, Sloan Valwe Co., Atlanta; W. A. Kelly, Mott 
| Southern Co., Atlanta, and E. K. Vaun, Pierce, Butler & 
| Pierce Manufacturing Corporation, Savannah branch.—Stand- 
ing: H. L. Fulmer, Pierce, Butler & Pierce Manufacturing 
| 


Corporation, Savannah branch; J. F. Fitzpatrick, Crane Co, 

Savannah; H. E. Walters, manager Savannah branch of Crane 

Co.; L. J. Spencer, manager Atlanta branch of Crane Co.; D. 

Pyron, Crane Co., Atlanta; E. F. Pharr, Soury Co., Atlanta; 

E. B. MeMillan, Crane Co., Savannah, and J. W. Brocewell, 
Grinnell Co., Atlanta 


managers, respectively, of the Gay and the Granada 
| theaters in that city, will build a new theater at The 
Dalles, Ore., to cost about $100,000. In addition they 
have purchased the Empress theater in The Dalles and 
will make extensive improvements on that building. 

The La Cass hotel, Aberdeen, Wash., is to be enlarged 
from ten to twenty-seven rooms. Jerry La Cass is man- 
ager. 


Corvallis, Ore., will have a new high school to be 


built on a three acre site donated by Walter K. Taylor, 


financier of that city. It will be known as the Taylor 
school. 
Morris H. Whitehouse, architect, Railway Exchange 


building, Portland, Ore., has been commissioned to draw 
plans for the new First Presbyterian church in Salem, 
Ore., to cost about $100,000. As soon as plans are com- 
pleted and approved construction work will start. 

The General Mortgage Co., Board of Trade building, 
Portland, Ore., will finance the construction of a large 
office building in Klamath Falls, Ore., for which [van 
L. Smith of the latter city will draw the plans. Although 

| the cost of this building has not yet been decided, it is 
| part of a promotion plan of the mortgage company 


| through which it is said as much as a million dollars will 
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be cvailable for investment in Klamath Falls in first 
morizages. 

E. A. Bohren, Portland, Ore., is installing the plumb- 
ing systems in new residences at 716 East Thirty-ninth 
street, North, and at 3194 Halsey street, that city. 


DeTemple Plumbing & Heating Co., Portland, Ore., is 
installing the plumbing system in a 4-suite apartment 


house at 185 East Thirty-first street, North, that city. 
Oo. C. Senger, 1726 East Seventeenth street, Portland, 
Ore., is installing the plumbing systems in the new build- 


ings at 721 Harney street, and 592 Knapp street. 

Seckinger & Garwes, 448 Drayton street, Savannah, Ga.. 
have been awarded the plumbing contract for the Hotel 
General Oglethorpe at Wilmington Island, Savannah, Ga. 
The Peerless Plumbing Co., 415 Drayton street, Savan- 
nah, Ga., was awarded the heating contract for the hotel. 

Joseph D. Rhodes, of Newton Square, Pa., recently 
opened a new showroom in connection with his shop at 
24 North State street, that city. 

H. B. Cromar, Salt Lake City, Utah, 
the plumbing and heating contracts on 
Masonic temple to be built in that city. 

Licenses to operate a plumbing business in Salt Lake 
City, Utah, have recently been issued to F. W. Ketchum, 
724%, East Twenty-first South and to the O. & W. 
Plumbing & Heating Co., 


has been awarded 
the $500,000 


1984 South Eleventh East. 





Top row, left to right: TT. F. Carson, secretary of Detroit 
Association; Mrs. T. F. Carson and Joseph B. Stewart, of Re- 
public Brass Co., Cleveland, Ohio.—Middle row: William G. 
Miller, president of Detroit association and A. R. Marienthal. 
—Bottom row: A. H. Snyder, Louis J, Esslinger and Eugene 
Doetsch, official judge of the races, at the annual picnic of 
the Detroit Association of Sanitary and Heating Contractors 
and Kmployes, held at Bob-Lo Park, July 17 
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ATLAS 
SEATS 


Seat No. 5 
Hinge No. 75 


KNOTT 
TOILET 


There's a complete line of KNOTT ATLAS SEATS 
in all styles and finishes. Spiral dowel construction 
prevents opening up at joint. 


Order from 


KNOTT MFG.CO. 


your jobber 


~ Tell City, Indiana 


Install a Simple, Sturdy 


MONARCH 
On That Job 


The Monarch line includes both elec- 
tric and power driven, shallow and 
deep well pumps, for city, suburban 
and farm homes. Simple in construc- 
tion, but very sturdy. Monarchs have 
earned an enviable reputation for long 
dependable service at practically no 
up-keep expense. 














Monarch invites comparison with 
other makes. Your copy of Catalog 
DE-28 ready. Send for it. 


Monarch Engineering Co., 232 E. Ist St., Dayton, Ohio 


CURTIS 

















PIPE CUTTING AND 
THREADING MACHINE 


PORTABLE 


Our small, self-contained, direct 
connected electrics, as shown, our 
4 to 3 inch and 
models are portable, being easily 
handled by two men. 


COMPLETE LINE 
HAND — BELT — ELECTRIC 
” to 2- 


1 to 4 inch 





No. 430 ELECTRIC 
Range 4-2 In. 


THE CURTIS a CURTIS CO. 


Range 4-2 


318 Garden Street Bridgeport, Conn. 
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Approved! 
The “EUREKA” 


Smoke Test Machine will 
enable you to detect leaks 
instantly. It is simple in 
construction and safe in 
operation. Has been ap- 
proved by Plumbing In- 
spectors everywhere. Let 
us send you complete in 
formation --NOW 


oefoofoeforfoefoegooses 


oe 


2, 
. 









toe! 


4 Teeth 


Height 15 in. 
Diameter 9 in. 
Weight 15 Ibs. 


Bailey-Farrell 
Mfg. Co. 


Pittsburgh, Pa. 
Huntington, W. Va. 
Charleston, W. Va. 
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4 Mr. Plumber 


Plomb tools for plumb- 
ers have been the stand- 
ard for the past 18 years 
because 

1. lhev are convenient 
2. Correct shape 

3. Reasonably priced 


4. All hand forged 


5 Largest, most com- 
plete line of plumb- 
bers’ tools on the 
market today 
Every tool is backed 
by the famous Plomb 
unconditional guar- 
antee against break- 
age 

Ask your nearest job- 

ber to show you these 

tools or write for free 
illustrated catalog show- 
ing our :omplete line 








PLOMB TOOL Co. 
LOS ANGELES, CALIF. 
CHICAGO BRANCH, 

Centrally located, 


627 W. Washington Blvd, 
Complete stock carried 








SEATTLE BRANCH 
67 Columbia St. 


$$ 











BROTHERY 1 

































































Every Smith Brothers Nipple is exactly like 
every other Smith Brothers Nipple—except 
in size. They all have clean, sharp threads 
that make up easy and stay tight—-tapered 
ends for a quick start-—-and are made from - 


new pipe which will stand the gaff. 


Order a carton of assorted sizes—NOW. 


SMITH BROS. NIPPLE WORKS 
HAMBURG :: PENNSYLVANIA 


H. J. Kleinman, District Sales Manager 
810 Morris Bidg., Philadelphia, Pa. 




















At the annual convention of the Connecticut Master Plumb- 
ers’ Association, held recently at New Haven—Top picture, 
left to right: A. W. Callahan, Thomas Trant & Brother; E. 


| ©, Sadler, J. OU. Harris, of Harris & Graham; A. Goethver, of 


Viimpton & Hills Corporation, and Ernie Hutt, all of Hart- 

ford—Lower picture: W. W. Ives, Wallingford, Conn.; A, 

Genlot, Simsbury, Conn.; FE, H. Stepp, of C. 8. Mersick & Co., 

New Haven; Charles Vandercook, Simsbury, and H,. W. Robin- 
son, of C, S. Mersick & Co. 


The Rees Plumbing Co., Salt Lake City, Utah, has been 
awarded the plumbing contract on the Mormon Battal- 
ion monument to be erected in that city. 

P. G. James, Salt Lake City, Utah, has been awarded 
the plumbing and heating contracts on a new theater in 
Elko, Nev. 

Sylvester Walsh, Salt Lake City, Utah, secretary of 
the Utah State Association of Sanitary and Heating 
Engineers, recently returned from a pleasure trip to Bear 
Lake, Idaho. 

Charles W. Christian, Charlotte, N. C., has been awarded 
the $13,250 heating contract for the Methodist church 
at Eighth and North Tryon streets, in that city. J. A. 


Haley & Sons, Charlotte, N. C., have been awarded the 


plumbing contract on that structure. 

The Miller Engineering Co., of Asheville, N. C., and 
Norfolk, Va., has been awarded the plumbing and heat 
ing contract for the $606,000 city hall section of the 
City-County building at Asheville, N. C. 

J. D. Points, Palatka, Fla., has been awarded the 
plumbing contract for the $200,000 State office building 
at Tallahassee, Fla. J. L. Powers, of Bennettsville, S. C 
was awarded the heating contract. 


The Dermott Heating Co., Raleigh, N. C., has been 


e799 


| awarded the heating contract in the erection of the $72,- 


000 negro school building in that city. Beiman & Rowell, 
117 West Morgan street, have been awarded the plumbing 
contract in the building. 

Joseph Feigenbaum, New Britain, Conn., has been 


awarded the plumbing and heating contracts on the resi- 
dence of Hugo Carlstrom on Somerset drive in that city. 


Stone-Underhill Heating & Ventilating Co., Boston, 
Mass., has been awarded the heating contract on the new 
Quincy South Junior High school, while the plumbing 


| contract has been awarded F. W. Hibbett & Son of Quincy. 


The plumbing contract on the new St. Catherine’s paro- 
chial school, Charlestown, Mass., has been awarded F. J. 
Farley, of Roxbury, Mass. 


Pierce & Cox, of Boston, Mass., have been awarded the 
plumbing contract on the elementary school in Foxboro. 
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SEE THAT PIN? 


It’s all you have to remove when you take apart 
a Sherwood “66” Ball Cock. That means quick 


and easy repairs when they are necessary (which 
is not often with a Sherwood) and is just one 
example of the simplicity of this fine tank fitting. 





The Sherwood ‘‘66” has less parts than any ball 


cock in its class —consequently develops less wear 
and friction — and operates smoothly and noise- 


lessly on any city water pressure. 


It costs a trifle more than the ordinary ball cock, 
of course, but — compare the quality. 


Your Jobber Can Supply You 


SHERWOOD BRASS WORKS 


Jefferson and Mt. Elliott Aves. DETROIT, MICH. 
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| End Your “Top Floor” Troubles 


—when other valves fail to function, due to low pressure 
and small volume of water 


—with the 


atrous | 
~~ 
Flush Valve 


HEN the valve is in position on the 




















bowl with which it is to operate, and —— \ 

the water pressure turned on, the simple turning \ AES a 

in or out of the regulating screw (A in diagram) 4 EL Pe. 
supplies the exact amount of water needed to Clini 


gs 


| make the closet bowl flush perfectly. This 
adjustment, when made, remains permanent. 


tt, 
Uttttennpye % 
%, % 


Sp 


(2 


PIN 


7 
_ 





No adjustment is necessary to take care of 
variations in water pressure. | 








Every time the valve is flushed, the plunger B 
is raised off its seat C, leaving an opening through i} 
which grains of sand, etc., can be washed out of sa siaee watt derobiians “ieee 1 
the port. : : 
Having a 25% larger diaphragm-area in the | 
control chamber, the Watrous valve functions 
perfectly under low pressure conditions where 
other valves fail. 


é 
Having a larger water-way per second of opening, | 
the Watrous valve delivers water with sufficient | 
volume and “punch” to flush a bowl in spite of | 
unfavorable conditions. When the volume of | 
watef supplied to the valve is not sufficient to 3 
enable competitive valves to effect a flush, the 

i 

A 





Watrous valve will do so. 


PLUMBING DIVISION | | 


Watrous Flush Valves — Duojet Closets — Self-Closing Basin Cocks — Combination 
Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. 


ss a SATII 


THE IMPERIAL BRASS MANUFACTURING COMPANY 





. j 
1231 West Harrison Street CHICAGO | 
i 4 
| BRANCH SALES OFFICES { 
‘ Room 514, 51 East 42nd St. R. J. Shank, 724 Grand Ave. Wm. P. Horn Co., 237 Rialto Bidg | 
t New York, N. Y. Des Moines, Iowa San Francisco, Cal. ; 
' Chas. S. Anderson : 
' H. D. Tuck, 404 Marquette Bidg. 6614 Minne Lusa Ave. L. C. Coombs, 1234 S. Broadway | 
Detroit, Mich. Omaha, Neb. Los Angeles, Cal i 
: ‘ Cont tal Sales C Fy 
i W. E. Blair, Jr., c/o Coronado Hetel 924 men be Life Bidg. Wm. P. Horn Co., L. C. Smith Bldg i 
i St. Louis, Mo. Minneapolis, Minn. Seattle, Wash j 
| 
f ond 
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S wimming - Pool News 


The chamber of commerce of Oakdale, Calif., and the 
Stanley L. Collins Post of the American Legion, are plan- 
ning the construction of a swimming pool in that city. 





At a recent meeting of the Souderton, Pa., Playground 
association that organization decided to make plans for 
a new swimming pool to be built in that city. 





Announcement was recently made that a new swimming 
pool will be added to the equipment of the Moundsville, 
W. Va., playground at the close of the present year. The 
plans call for a pool 80x30 feet. 


sei ee SI 
cal :TGRRHOREPENURGaEe 


The Hollywood Olympic Club, Los Angeles, Calif., is 


having plans prepared for $750,000 club house, to in- 
clude a swimming pool. 

The North Shore Club, of San Diego, Calif., is having 
plans prepared for a club house to be erected at Palisades, 
on San Diego Beach, to include a swimming pool. 


r 


Preliminary plans for a swimming pool at the John | 
Muir technical high school, Pasadena, Calif., call for a 4 
cement plunge, equipped with filters and a chlorinating 
system, to cost about $10,000. It will be 30x75 ft. and 

: ‘ — At the annual convention of the California State Association 
the depth will range from 3 ft. 6 in. at one end to 9 ft. a 
of Master Plumbers, held recently at Los Angeles.—Top row, 








at the other. left to right: Joseph Freitas, Oakland; A, M. Barnett, Good 
se ta aint ans Manufacturing Co., Oakland; Ross M. Clark, manager, Amer- 
The city of Pottsville, Pa., of which Lamar Pritchard ican Radiator Co. branch, San Francisco, and H. Clark, man- 


is mayor, has let the contract for the construction of an ager American Radiator Co. branch, Los Angeles.—Middle 
row: William B. Oakes, Wilmington, Calif.; James Griggs, 


underground comfort station to be located at Center and Waveting Sanitary Manufacturing Co, Los Angeles, and 
Mahantongo streets, at a cost of $43,555. Harry Silke, M. Stulsaft Co., San Franeisco.—Bottom row: 

The department of parks and properties, York, Pa., A Larry Madden, Scott Co. Onkland; Harry Leavitt, Great 
M. Grove superintendent, is planning the construction of yg tena ge teen sie nema ge belle 
a public comfort station on East Market street. and H. Porter Wilson, Richmond Sanitary Co., San Francisco. 





Your Trade Pays 
For Results 


The Keystone Reverse Trap 
Combination costs a few cents 
more than a common washdown, 


but it’s worth it. The added 
water surface, strong flush, and 
large open trap make this the 


ideal combination where results 
count. 


Write for the latest Keystone 
Catalog showing the com- 
plete line. Doit now 


.  — Se See ewe eee ewe eee 


<evaane POTTERY Kero} 


TRENTON , 
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BRYAN 


Oil-Burning Boilers 
Cut Fuel Bill 30% to 50% 





GET IN ON THIS 
MODERN BOILER 





The “Aristocrat” of all Heating Devices 


FOR STEAM, WATER 
VAPOR, VACUUM 


Domestic Water-Heater Built In 


Now installed in more than half the states 
of the U. S., also in Canada. All giving 100% 
satisfactory service. 





Sold Through the Heating Trade 
on Exclusive Local Sales Franchise 
Plan. A Finance Plan to Help You. 





MANUFACTURED BY 


BRYAN STEAM CORPORATION 


PERU, INDIANA, U. S. A. 
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TH’ BATHTUB 


Copyright by ABE MARTIN 
“Ther’ seems t’ be quite a controversy goin’ on in regard 
t’ th’ origin o’ th’ bathtub,” says Hon. Ex-Editur Cale Fly- 
hart, “an’' my infermation is that th’ first bathtub in Am-rica 


| 


wuz unveiled in Cincinnati, December 20, 1842. A few ides 
|} had been usin’ oblong bathin’ tubs in England as early as 
1828. Lord John Russell, I'm told, wuz th’ first t’ wa all 


over at reg'lar intervals, an’ fer many years thereafter only 
| a select few took up th’ idea. Adam Thompson, a forward 
| lookin’ progressive cotton dealer o’ Cincinnati, made fre- 
uuent trips t’ England, where he learned about Lord Russell's 
| tub an’ determined t’ have one fer his home. It wuz built o’ 
wood, an’ lined with sheet lead, an’ wuz 4x7 in dimensions. 
Nothin’ wuz ever started in this country that wuz as ow 
gittin’ a foothold as th’ bathtub. Ther’ wuz much opposition 
t' th’ bathtub by th’ medical fraternity. It wuz regarded as 
dangerous t’ health an’ th’ pursuit o’ happiness. Bathin’ 
wuz said t’ invite phthisic, rheumatic fevers, inflammation o’ 
th’ lungs, an’ other zymotic disturbances. Th’ newspapers, 
o' course, took th’ matter up an’ denounced th’ bathtub as a 
pernicious plaything from England designed fer daniies 
an’ likely t’ corrupt th’ republic Manufacturers o’ musk, 
Floridy water, an’ scented soaps waged a bitter war on th’ 
innovation an’ denounced it as bein’ undemocratic an’ a pro- 
moter o’' ague. Prohibition, slavery, woman suffrage, th’ 
tariff, or no other great issue, has ever faced th’ storms o' 
protest, legislative enactments an’ powerful influences that 
th’ bathtub has had t’ fight Th’ battle o’ th’ bathtub is as 
full o' color an’ thrills as any page from our country’s his 
tory. Today we have more bathtubs than are used, I should 
jedge I think it wuz along in th’ late sixties that my atten- 
tion wuz called t’ a few persons bathin’ out o’ season in 
washtubs. It wuz a troublesome operation an’ wuz only 
indulged in in extreme cases, such as preparin’ fer marriage, 
or after fallin’ in a mire, etc. Th’ custom wuz t’ darken th’ 
parlor, spread some ole newspapers on th’ floor under th’ 
washtub t’ protect th’ oilcloth or ingrain carpet, fill th’ tub 
with dark red rain water, medium hot, an’ then go t’ it with 
a brush an’ a cake o’ Buffalo soap. After th’ bath th’ water 
wuz emptied back o’ th’ barn or in an alley. But, considerin’ 
th’ work involved, washtub bathin’ wuz regarded as hardly 
worth while an’ too fer ahead o’ th’ times. Even t’day, with 
convenient an’ perfectly appointed bathrooms in ever’ home, 
bathin’ falls fer short o' being’ indulged in as generally an’ 
as frequently as one who doesn’ mix with people might be 
led t’ suppose.” 


, “SY” SEZ 

Mrs. Hazel: “What dreadful language your parrot uses!” 

Mrs. Knut: “Yes. My husband bought the bird in town 
and brought it home in his car. And I understand he had 
three blowouts and engine trouble on the way.” 

COMING MOVIE ATTRACTIONS 

“Like It or Lump It.” Starring the coal dealer, 

“Lost Souls,” or “The Shoemaker'’s Revenge.” 

“The Dandruff Destroyers.” A hair-raising episode. 

“The Great Pickle Robbery.” Fifty-seven reels. 

“Delicatessen Dora.” The “wurst” picture ever made 

“The Spoilers.” The scenes are laid in a laundry. 

“The Undertow.” A chiropodist’s life story. 

“The Grade Crossing.” You'll never get over it. 


“SY” MARTIN, Owensboro, Ky 


CLOSE RELATIONS 
Two chance acquaintances from Ireland were talking 
together. 
“An’ so yer name is Riley,’”’ said one. “Are ye by anny 
chance related to Tim Riley?” 
“Very dishtantly,” replied the other. “Oi was me mother 
first child, an’ Tim was the tenth.” T. N. M., Elgin, I!! 





The friend of a friend is wondering why, at the moment, 
he isn’t very popular with the lady who took him for better 
or for worse. They were discussing the always interesting 
theme of love, and the lady waxed sentimental and quoted «n 
old saying. Her husband said, “You mean: (‘It’s better to 
have loved and lose—much better.’” She may speak to him 
| next week on their wedding anniversary. Ss 7 
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H OW often have you said to your- 

self, “I wish I could remember . 

some of the jokes and stories that I see in the 
movies and magazines the way Tom Jones does.” Prac- 
tically all of us feel the same way, which is about as far 
as most of us go toward improving the humorous side of 
ourselves. Those who are able to do this are extremely 
fortunate but the trouble is they are few and far be- 
tween. No doubt you have one or more such persons 
among your own group of friends. If you have a diffi- 
cult task to perform they always make it seem much 
easier by simply being around and jollying the crowd. In 
fact they add life and pep wherever they are and are al- 
ways welcome. 

As we said before, everyone isn’t blessed with these 
accomplishments. However, has it ever occurred to you 
what a great asset such a person would be to your busi- 
ness if you could have him working for you in your shop 
or behind your counter? Naturally a man of this type 
is hard to find, as are most good things. Fortunately, for 
those who are without one of these men on their payroll, 
they can find a good substitute for him in Blackboard 
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Epigrams. Only a few minutes is required each day to 
put a fresh one on the blackboard. The cost need not 
stand in the way as it is a matter of just a few dollars. 
After having used them for a while you will find that 
many are reading them every day and as a result are 
coming to know both you and your business better than 
before. When people get to talking about you in a 
friendly way the effect will show in your business. 

You need not bother to dig up new epigrams for the 
blackboard as we give you seven each week. All you have 
to do is to write them on the board, but be sure to do it 
so they can be easily read. Here is next week's supply: 


Drive right and more people will be left. 
a > * 


A man’s ideal figure usually has a dollar mark in front 
of it. 
. > . 
It is a poor mechanic who cannot make an excuse. 
. . * 
One half the world ought to be what the other half is 
not. 
+ * + 
Most of the sure things we bet on are sure for the other 
fellow. 


Nothing takes a harder fall out of worry than hard 
work. 
* * * 


Laughter is the sound a man hears when his hat blows 
off. 


J. J. Early, New Richmond, Wis., was the low bidder 
on the plumbing and heating contracts on the new high 
school to replace the one that burned in that city. 
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Style No. 2 





667T‘HE Handsomest Accessory to the 

Bathroom.” Finely made of heavy 

nickel silver (nickel-plated brass if de- | 
sired) with heavy plate-glass panel set 

in solid rubber. . | 


The C&§ Shower Door becomes the 
finest fittings; it is the finishing 
touch to a beautiful bathroom. 


There's a C & § Shower Shield, 
too, for built-in tubs. Full de- 
tails upon request. 


CRIST & SCHILKEN CO. 


500-508 37th St. PITTSBURGH, PA. 


@® | 
SHOWER DOORS 





See Your Jobber. 
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1,593,083 Kirchhan, 


Wis 
U-shaped 


Trap. Charles O. Milwaukee, 
A device of the character described composed of a 


one end of which is directed laterally 
the 
upwardly above the outlet end, said extended end having 
portion, a 


member 


to provide an outlet and other end being extended 


therein an enlarged bowl positioned within 





1,593,083, 
the extended end and discharging into the enlarged 
the dis- 
commu- 


por- 
normally closing 


tile 


end, valve 
charge end of the bowl, a 
nicating with the inlet side of the U-shaped member on 
a plane higher than the outlet thereof, and means nor- 
mally closing said drain tile receiver. 


means 
drain 


tion of said 


receiver 











you. 
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Received your “Merion”’ circulars O. K. 


Is Business Slow? | 
| 
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1,593,382. Siphonic Flushing Device. Robert A. Brooks, 
Chicago, Ill., assignor to Chicago Sypho-Meter Mfg. (o,, 
Chicago In combination with a supply tank provided 
with means for maintaining a constant level of water 
therein, a flushing device including a casing formed with 
a vertically disposed closed chamber communicating 
laterally with said supply tank and arranged to contain 
water at the level of such tank, a flushing pipe commu- 
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nicating with said chamber below its supply connection, 
an overflow pipe in said chamber formed at its lower end 
valve governing communication between the an- 
nular space around said pipe and said flushing pipe, and 
means for lifting said overflow pipe to initiate a flush 
of water through said flushing pipe, said overflow pipe 
and flushing pipe together acting as a siphon to continue 
the flush upon the lowering of the overflow pipe. 


with a 


. a” - 
1,593,508. Filtering Faucet. John J. Sellinger and 
Leslie Bertanyi, Roxbury, Mass. In a faucet, a hollow 


having a chamber at its intermediate portion and 
a bore at one end and formed with a tapered seat be- 
tween the bore and the chamber, a cap detachably engaged 
upon and forming a closure for the body, the cap having 
an opening and a tapered seat, a partition within the in- 
termediate portion of the body, a casing at one side of 
the body communicating with the chamber at points above 


and below the partition, a discharge member leading from 


body 





Read what one ‘‘Merion’’ Plumber has to say: 


Joun Woop Mee. Co. 
Conshohocken, Pa. 


Gentlemen: 


Thank 


The plumbing business is a little slack at present 
and I am devoting my energies to selling heaters. 

Called some of my customers over phone, some 
that | thought would need either a new tank or 
heater, and sold 5 ‘‘Merions”’ in about an hour. 


Respectfully yours, 
Joun F, EISENHOWER 





You can build a nice water heater business 


with the ‘‘Merion’’ 





JOHN WOOD MFG. CO., Conshohocken, Pa. 
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the chamber above 


within the 


the body and communicating with 


the partition, filtering means located casing, 


and a movable valve member extending axially of the 
chamber and having a threaded mounting in the body, 
the valve including a head cooperating with the first 


named seat, and means located within the cap and con- 
with the turning the 


means 


nected valve member for same, 


said turning including a 
the second named seat. 


conical portion bearing 


against 








wv 
1,593,281 


1 593,508. 


Wood, Oakland, 


comprising in combina- 


1,593,281. Soldering Iron. James L. 
Calif 
tion a handle, a 
sleeve connected to the end of said tube, said sleeve being 


ferrule having an 


An electric soldering iron 


metallic tube extending therefrom, a 


metal 
returned 


cross-section, a 
flange 
connect the 


rectangular in 
turned 
means to 


outwardly and a bend at its 


outer end, said returned bend to 


the sleeve, a plurality of separate electric heating elements 


ENGINEERING 





mounted on plates, secured to said ferrule from its inner 


end, inside thereof, insulating plates between the heating 
elements and the ferrule and the heating elements and 


the sleeve, and electric leads connecting opposite plates 


in series and electric leads extending from each pair of | 


heating elements through the said tube and the said 


handle, said ferrule forming a socket in which a stem of a 


soldering point may be inserted for heating. 


é. 


we H 
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1,593,664 
for Cooling Drinking 
A refrigerating 


1,593,664. 
Water. 


System for 


Refrigeration System 
John E. Mitchell, St. Louis, Mo. 
cooling drinking water comprising, in com- 
bination with a conventional refrigerating unit 
a condenser, a cooling chamber and means for delivering 
cooled by the refrigerating action, 
water to a place of use, 


Water thereto to be 
means for delivering the cooled 
waste 


water to said 


condensing the 


conducting cooled 


applying the 


and means for 


and same to 


condenser 

refrigerant. 
* + * 

Tank Valves. John M 

Manufacturing Co., 


1,593,833. Lyons, 


New 


Guide Arm for 


York, N. Y., assignor to Good 


including | 
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A CUSTOMER 
WILL NEVER COME BACK 


to you for any kind of work, either new or repair 


IF YOU HAVE SOLD HIM A POOR BULB 


BECAUSE 4 


Tee 
GSoor 


v 
Laver 36 4U~ 


TANK guL® 


He comes to you, being a Plumber, 
for a bulb, washer or float wanting 
reliable goods, wishing to avoid 
trouble, otherwise he would go to 


the 10-Cent or Department Stores. 
If, however, what you sell him may make trouble, 


you take a chance and if it does not stand up 
100 per cent as the very best should 


YOU BOOST THE 10-CENT AND DEPARTMENT STORES 
AND KILL YOUR OWN BUSINESS! 
Don’t Take A Chance With Untried 


Goods To Please Some Salesman 
You Are Gambling With Your Good Name 


USE “GOOD” GOODS EXCLUSIVELY AND PLAY SAFE 


“GOOD” Goods place you and your work 
ORDER TODAY! 


in a class by itself 


GOOD MFG. CO. inc. 


Mukers for Thirty Years of the Best Plumbing Goods 


SAN FRANCISCO NEW YORK _ NIAGARA FALLS 

















On 
Guard 


Over 
the 
Gas 




















PATENTED 
The SENTINEL Automatic Timer for 
Gas Water will 
your customer's gas bills. 
the gas every time at the right time. 
and the SENTINEL 


cut down 
{t shuts off 


Heaters 


Insures safety 
never forgets! 
Investigate the possibilities of 


the SENTINEL as a money 
maker for you TODAY 


THE OVEN EQUIPMENT & MFG. CO. 
New Haven, Conn., U.S. A. 
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Fits Any Angle Roof 
OVERTON 


From full pitch to half 
pitch an OVERTON Roof 
Flashing fits any angle roof 
perfectly. It makes an air- 
and-water tight joint with 
extra heavy as well as 
standard pipe. 
Order from your jobber 


BUTLER MANUFACTURING 
COMPANY 





a 
0000000000000 





Minneapolis, Minn. 
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Your Best Bet: 


ALWAYS RELIABLE’ 


TORCHES AND FURNACES 


They have been on the market for just 50 
years. During that time they have built up 
a wonderful reputation on quality and 
merits, 

You should use them and receive better 


results. 





Jobbers supply at factory prices 


Otto Bernz Co. Inc., Newark, N.J. 


Offices in New York City, Chicago, Fort Worth, Denver 
Helena, Mont., San Fr Los Seattle, 
and St. Thomas, Ont. 

















“Home is where the Hart is’’ 


HART OIL BURNER 
HART ELECTRIC ICER 
YY 














W. B. WILDE CO., Peoria, Illinois 
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Che Breakers 


ATLANTIC CITY 
Preferred— 
in summer and all seasons 
—by those who know and want the best 
—either upon the American or European plan 
—and sensible rates withal. 
Only three blocks from steel pier, convention headquarters 


Health Baths—Golf Privileges 
Orchestra—Dancing—Bathing from Hotel 
Garage on Premises 

JULIAN A. HILLMAN, 
Vice-President 


JOEL HILLMAN 
President 
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| New York, N.Y. A guide arm for float valve rods which 
| comprises a section adapted to be clamped upon an over- 
flow pipe, an arm projecting from the clamping section, 
said arm having a vertical slot, a thimble having a 
foration for receiving and guiding a valve rod, iid 
thimble extending through and movable along said slot 
| longitudinally of the arm, and a nut adapted to be screwed 
upon the thimble for securing the thimble to the arm 
in the position to which it is adjusted. 

in the position to which it is adjusted for the purpose 
described. 


er- 
































1,594,087. 


— sme YS 
1.594.131. 


1,593.8 


33 


1,594,131. Thermostatic Control Means for Water 
Heaters. Alfred C. Stewart, Pasadena, Calif. In a water 
heater of the storage type, a tank for containing water, 
burner means provided with a mixing chamber, means 
for admitting gas and air to said mixing chamber, means 
for admitting auxiliary air to said burner means inde- 
pendently of said mixing chamber, a single valve member 
operable to control the means for admitting gas and air 
to the mixing chamber and also the means for admitting 
auxiliary air, and a thermostatically controlled member 

extending adjacent said tank and adapted to be heated 
\ by the water therein and connected to said valve member 
| to control the same as and for the purpose described. 

| ‘ . a . 

1,594,087. Electric Water Heater. Rulon Arnold, Salt 
Lake City, Utah, assignor of one-third to Thomas Dumayne 
and one-third to Arthur M. Truman, both of Salt Lake 
City, Utah. An electric water heater comprising a cylin- 
drical casing, an outlet pipe extending from the bottom 
thereof, a plurality of spaced water spray pipes extending 
vertically within the casing against the inner wall thereof, 
a supply pipe having means for communicating with the 
upper ends of the spray pipes, said spray pipes having 
a series of vertically spaced jets, an electric heater sup- 
ported centrally within the casing and against which 
the water from the spray pipes through the jets comes in 
contact with before being discharged through the outer 
pipe in the bottom of the casing, said heater comprising 
a hollow core of insulated material supported in the 
casing, the bottom thereof being closed and spaced from 
the bottom of the casing, and a heating element within 
the hollow core. 


a 


rere 





The Zuehlke-Stohr Heating Co., Milwaukee, Wis., 148 


been awarded the contract for two steam heating plants 
for the Omar Bakery, Twenty-second and Clybourn streets, 
Milwaukee, on a bid of $12,000. 


—— 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 


insertion. 


One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





Situations Open 
WANTED—LIVE WIRE SALESMAN 
f plumbing and heating supplies. 
Apply at Hudson Plumbing Supply Co., 
261 Park Ave., Union City, N. J. Only 
experienced men need apply. 


WANTED PLUMBING SALESMEN: A 

line of closet combinations. State 
experience and territory covered. Po- 
tor Pottery Company, Keyser, 
W. Va. 21-28-4-1) 


WANTED BY MANUFACTURER OF 

radiator valves, etc., sales represen- 
tatives on commission basis for East 
and Middle West. Apply Lavigne Brass 
Company, 5457-5471 Lincoln Ave., De- 
troit, Michigan. 8-21 


SALESMAN—TO SELL DIRECT TO 

the trade line of plumbers’ and water 
works’ brass goods, valves and special- 
ties. Give age, experience and refer- 
ences. Address The Ajax Brass Com- 
pany, Cleveland, Ohio. 





Wanted: Salesmanager 


High type man to take charge of 
small sales force selling specialty 
to plumbing trade thru jobbers. 
Must be well acquainted with 
plumbing jobbers especially in 
central] and eastern states; mar- 
ried; age 35 to 40; protestant; 
liberal salary and share in earn- 
ings to proper man. ' 
Also desire applications from 
salesmen who know the plumbing 
trade in central and eastern states. 
Applications will be held in strict 


confidence. 


Address: Room 1450, 
Leader-News Bldg., 
Cleveland, Ohio. 


For Sale 


FOR SALE—50,000 2 in. black and gal- 


vanized couplings New 80%. Chi- 
cago Pipe Co., Kinzie & Peoria Sts., 


Chicago. 





Se 


Miscellaneous 
PLUMBERS’ BIN LABELS 


@ 13*; 
RED. ELLS 


Send for samples and prices and free booklet: 
“How to Simplify the Work in the Plumbing Shop. 
Haddon Bin Label Co., Haddon Heights, N. J. 














ESTIMATE AND CONTRACT BLANKS, 

time cards and job tickets, illustrated 
stationery, etc. Prompt delivery. Send 
for samples and prices. Address Ger- 
mantown Duplicating Co., 5839 German- 
town Ave., Philadelphia, Pa. 


STOP VALVE TAGS 










| STOP VMVE N@... | 
\| ‘TO TURN OFF COLD WATER 


| JostPn @ AnEYIn, ConTnacrons. | 
AO! Pungama STREET, Hing Ana Faas, MY 
a 








Printed with your name and address mace an ever- 
lasting advertisement. Send for samples and prices. 


HADDON BIN LABEL CO. Haddon Heights, N. J. 


; i We specialize in 
Pipe Machines Snatene ies 
Pipe machines having in stock at all 
times all sizes from 2 inch to 12 inch. 


Think of pipe machines think of 
O’Brien, Philadelphia 


THE O'BRIEN MACHINERY CO. 
113 N. Third Street Philadelphia, Pa. 
Lena Distance Telephone: Market 0727 
RA Tae uh, _ Cable Address: ; ORRIEN Philadelphia 
ESTIMATING BLANKS, JOB TICKETS, 

weekly time sheets, contracts, illus- 
trated stationary, etc., for plumbers our 
specialty. Reasonable prices, good 
work, prompt service. We pay postage. 
Samples and prices by return mail. L. 
Fink & Sons Co., School Building, 
Laurel Springs, N. J. 7-31 





Books for Your Trade Library 


PRACTICAL METHODS OF SEWAGE 

DISPOSAL. By H. N. Ogden and H. 
B. Cleveland. Covers in detail the 
problem of sewage disposal for resi- 
dences, hotels and institutions where 
connections to city sewers are not 
available. Size, 5%x9%4 in. 132 pages 
Cloth. Price, $1.59. 


A PRACTICAL MANUAL OF STEAM 

Vapor and Hot Water Heating. By 
E. R. Pierce. The latest and most com- 
» document ever compiled covering 
the construction, operation, installa- 
, ete., of these types of heating. A 
real necessity in the library of the 
heating man. Contains more than 50 
heating tables and 60 illustrations, all 
up to date and helpful in the solution 
of vour heating problems. Size, 54x 
8% in, 316 pages Cloth Price, $3.00 
postpaid, 


QUESTIONS AND ANSWERS ON THE 

PRACTICE AND THEORY OF 
STEAM AND HOT WATER HEATING 
By R. M. Starbuck. Fifth edition A 
ready reference, dealing practically 
and briefly with the different phases 
of Steam and Hot Water Heating, 
Vacuum and Vapor Heating, Acceler- 
ated Hot Water Heating and Pipe Fit- 
ting in connection with Refrigerating 
Plants. A valuable work for the heat- 
Covers all the points on 
these subjects he should be familiar 
with Size 5x7% inches. 150 
Price, postpaid, $1.50. 


ingg man 


pages. 


THE PLUMBING 

BUSINESS By Karl W. Zoeller. A 
treatise on merchandising as applied 
to the plumbing and heating business, 
that should be read by every plumber, 
contractor or jobbing plumber The 
subject is completely covered by the 
twenty-six chapters, and in a manner 
making it interesting and easy to read 
It contains many valuable suggestions 
on Window Display, Showrooms, Ad- 
vertising, etc. No matter how large or 


MERCHANDISING 


small your business, you need this 
book. Size 44%4x6% inches. Over 100 
pages. Price, postpaid, $1.50. 


PRACTICAL PLUMBING 
Starbuck An exhaustive 
treatise on all branches of plumbing 
construction, including drainage and 
venting, ventilation, hot and cold water 
supply and _ circulation. Shows the 
latest and best plumbing practice, spe- 
cial attention being given to the skilled 
work of the plumber and to the theory 
underlying plumbing devices and op- 
erations. Contains 347 original illus- 
trations, each drawn expressly for this 
work A book every master plumber 
should haye in his trade library Size, 
6x9 in 406 pages, bound in cloth. 
Price, $3.50. 


STANDARD 
By R. M 


Books Sent Parcel Post Prepaid 


Domestic Engineering 


1900 Prairie Avenue, Chicago 
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Forget that 
“summer slump’ 


The summer time makes prospects 


for bathroom equipment— for the extra 
bathroom, for the shower, for accessories. 


Put on a vigorous “Bath-a-Day”’ 
campaign—use ““The Story of the Bath,” 
the “Bath-a-Day” stickers, signs, window 
transfers. Drive home to your commun- 


ity the health and comfort of more 


frequent bathing. 


Remember that ““Wherever they bathe 
more, they buy more.”’, The more “‘Bath- 


a-Day”’ fans you can create the more sales 
opportunities you make for yourself. 


Send the coupon for details. 








Domestic ENGINEERING, 
1900 Prairie Ave., Chicago, Ill. 
Send me copy of “The Story of the 
Bath” and particulars of a Bath-a- 
Day Campaign to beat the summer 


slump. 
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